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CONSTITUTION AND BY-LAWS OF THE AMERICAN 
WATER WORKS ASSOCIATION 


(Adopted June 25, 1929) 
CONSTITUTION 


ARTICLE I 
NAME 


The name of this Association shall be “The American Water 
Works Association.” 


ARTICLE II 


The object of this Association shall be the advancement of knowl- 
edge of the design, construction, operation and management of 
water works, and its membership shall consist of persons interested 
in such matters, having such qualifications and classfications as 
shall be from time to time prescribed in the By-Laws. 


ARTICLE III 
Boarp oF DIRECTORS 


Section 1. The Governing Body of the Association shall be a 
Board of Directors, hereinafter called the Board. 

Section 2. The Board shall consist of: 

a. The President of the Association. 

b. The Treasurer of the Association. 

c. One Director to be elected by each Section of the Association. 

d. One Director to be elected by the Members of the Water Works 
Manufacturers Association. 

e. The latest living Past President of the Association. 

f. The Chairman of the Committee on Water Works Practice. 

g. The Chairman of the Publication Committee. 

Section 3. The terms of Directors and Officers shall start at the 
beginning of the last day of the Annual Convention at which they are 
elected, and shall terminate at the beginning of the last day of the 
Annual Convention at the expiration of their terms. 

Section 4. The President of the Association, and the Directors 
elected by the Sections of the Association will not be eligible for re- 
election for consecutive terms. 
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4 CONSTITUTION 


Section 5. The Officers of the Association shall be the Officers 
of the Board. 

Section 6. The functions of the Board shall include the following: 

a. Establishing policies for the Association, and for the Executive 
Committee, and for the Officers. 

b. Providing for the general administration of the affairs and 
property of the Association. 

c. Fixing the time and place of the Annual, and other, conventions 
of the Association as provided in the By-Laws. 

d. Preparing and enforcing for the conduct of the business of the 
Association, By-Laws not in conflict with this Constitution, and 
amending the same. 

Section 7. A quorum of the Board shall consist of a majority 
of its members. 

Section 8. Regular meetings of the Board shall be held during 
the Annual Convention of the Association, on such days as-may be 
decided by the Board. Other meetings may be held at the direction 
of the President, or at the request, in writing, of five members of the 
Board, and on such notice as shall be provided in the By-Laws. 


ARTICLE IV 
NOMINATION AND ELECTION OF OFFICERS AND DIRECTORS 


Section 1. There shall be a meeting of the Board held in January 
of each year at which a Nominating Committee consisting of the 
Directors representing the various Sections of the Association shall 
meet under the Chairmanship of the President, and shall nominate 
one, and may nominate two candidates for each of the offices of 
President and Treasurer, provided that any candidate so nominated 
shall be an Active member of the Association, and shall have been 
a member of the Executive Committee prior to the adoption of the 
present Constitution and By-Laws, or a member of the Board of 
Directors since its adoption, and shall signify willingness to accept 
the nomination. This Committee shall report its list of nominees 
to the Board before the close of its January meeting, and the list shall 
then be mailed to the membership before February Ist of that year. 

At any time prior to noon on the first day of March of each year 
additional nominations may be made by request to the Secretary, 
signed by at least twenty-five Active Members, and upon receipt of 
such request, the Secretary shall, after acceptance of the nomination 
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AMERICAN WATER WORKS ASSOCIATION 5 


by the candidates, add such names to the ballot prepared by him. 
The nominees of the Nominating Committee shall be so designated 
on the ballot for each office, and the names of all nominees shall be 
arranged in alphabetical order. 

When more than one name is nominated for either office, the elec- 
tion shall be by letter ballot. Each Active Member shall be entitled 
to vote for one candidate for the office of President, and one candidate 
for the office of Treasurer. The ballot shall be prepared by the 
Secretary and mailed to each Active Member of the Association 
prior to April 1st in each year, and shall state the name and residence 
of each candidate. 

The ballot shall be sealed separately in a special ballot envelope, 
and the latter shall be enclosed in a larger envelope, and mailed to the 
Secretary. The signature of the member voting shall appear on the 
outer envelope. 

When a letter ballot is necessary, the Secretary together with two 
or more Tellers appointed by the President shall meet at a time and 
place directed by the President, and shall open and count all ballots 
cast by persons entitled to vote. No ballot shall be counted if 
received later than noon of the seventh day previous to the beginning 
of the annual convention of the Association. When only one candi- 
date is placed in nomination for each office to be filled, the report 
of the Nominating Committee shall be considered as an election. 

The report of the Tellers for the election of the incoming President 
and Treasurer shall be declared by the President at the Annual 
Convention on certificates of the Tellers. The candidates who shall 
have received the highest number of votes cast for the several offices 
shall be declared elected. If there be a tie vote the President shall 
order a ballot to be taken at the annual convention to decide which 
of the Candidates who have received the same number of ballots 
shall be chosen. 

The terms of the officers so elected shall be for one year beginning 
with the last day of the annual convention at which they are elected 
to the beginning of the last day of the next annual convention, or 
until their successors shall have been chosen. 

In case of a vacancy in the office of President, the office shall be 
filled by the latest living Past President for the unexpired term of 
such office. 

In the case of a vacancy in the office of Treasurer, the Executive 
Committee shall appoint an Active Member to fill the office for the 
unexpired term. 
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6 CONSTITUTION 


Section 2. One Director to represent each local Section shall be 
nominated and elected by the members of the Section at an annual 
section meeting, and in the same manner as the presiding officer of 
that Section is elected. The manner of such election shall receive 
the approval of the Board. The Director so elected shall be an 
Active Member. 

The term of each Director so elected shall be for three years begin- 
ning with the last day of the annual convention immediately follow- 
ing his election, except as stated below: 

The following local sections shall elect their Directors during the 
year previous to the annual convention of the Association in 1930, 
and such Directors shall serve from the said annual convention until 
the annual convention in 1931: 

North Carolina, Canadian, Wisconsin, Rocky Mountain, Indiana. 

The following local sections shall elect their Directors during the 
year previous to the annual convention of the Association in 1930, 
and such Directors shall serve from the said annual convention until 
the annual convention in 1932. 

Pacific Northwest, Missouri Valley, Kentucky-Tennessee, Cen- 
tral States, New York. 

The following local sections shall elect their Directors during the 
year previous to the annual convention of the Association in 1930, 
and such Directors shall serve from the said annual convention until 
the annual convention in 1933. 

California, Montana, Minnesota, Illinois, Florida, Four-States. 

When new local sections are constituted, the initial term of the 
directors representing such sections shall be determined by the 
Board. 

In the case of the retiring, from any cause, of a Director represent- 
ing a Section, before his term is completed, the Governing body of the 
section shall designate his successor, who shall serve for the unex- 
pired portion of the term. 

Section 3. One Director shall be nominated and elected by the 
members of the Water Works Manufacturer’s Association. His 
term of office shall be for three years beginnng with the last day of 
the annual convention immediately following his election. 


ARTICLE V 


The Executive Committee and officers as constituted under the 
previous Constitution shall remain in office, and continue to direct 
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the affairs of the Association until the end of the annual convention 
in 1930. 

The nominations and elections as laid down in the Constitution 
and By-Laws, accepted by the Association at its annual convention 
in 1929, shall proceed prior to the annual convention in 1930, and the 
successful candidates shall take office at the close of the latter 
convention. 

Except as mentioned above the Constitution shall take effect at the 
end of the annual convention in 1929. 


ARTICLE VI 
AMENDMENTS 


Proposals to amend this Constitution shall be submitted in writing 
to the Board, signed by at least ten Active Members of the 
Association. 

The Board shall consider the proposals and the proposers shall 
be notified of the Board’s opinion in regard thereto not later than the 
first day of March. The proposers may then withdraw their pro- 
posals, accept any change suggested, or insist on the original form, 
sending their decision to the Secretary not later than the first day of 
April. The proposals, as accepted by the proposers, shall be mailed 
to the Active Members not less than twenty-one days before the 
annual convention. Proposals to amend this Constitution may also 
be made by the Board and shall be mailed to the Active Members 
not less than twenty-one days before the annual convention. All 
proposals shall be submitted for discussion at the annual convention. 
The Active Members there present may propose an amendment or 
amendments thereto, and all proposals together with any such 
amendment or amendments shall be printed on a letter ballot to be 
submitted to the Active membership. The Secretary shall issue the 
letter ballot not later than two months after the annual convention. 

On the written request of three or more members the letter ballot 
shall be accompanied by a statement giving reasons for and against 
the proposal edited by a Committee appointed by the Board, con- 
sisting of an equal number of members favoring and members op- 
posing the proposal. 

The letter ballot shall be returnable to the Secretary not later than 
three months after the annual convention. Three tellers appointed 
by the Board shall forthwith count the ballots and report the result 
to the Board. 


8 CONSTITUTION 


An affirmative two-thirds vote of all valid ballotsshall be necessary 
for the amendment or repeal of any part of the Constitution. 

The amendments as passed shall take effect at the beginning of the 
next calender year except that changes affecting the tenure of office 
of an Officer of the Association shall not take effect until the next 
annual convention. 


BY-LAWS 


ARTICLE I 
MEMBERSHIP 


Section 1. The membership of the Association shall consist of 
Honorary, Active, Corporate and Associate Members. 

Section 2. An Honorary member shall be one whose practical or 
scientific knowledge in matters relating to water supply, and whose 
accomplishments in that field of endeavor shall entitle him to special 
recognition by the Association. Honorary members shall have the 
same privileges as Active Members but shall not be required to pay 
any dues for the support of the Association. 

Section 3. An Active Member shall be a superintendent, a mana- 
ger, an official or employee of a municipal or private water works: 
a civil, mechanical, hydraulic, or sanitary engineer, a chemist, a 
bacteriologist, or any qualified person engaged or interested in the 
advancement of knowledge relating to water supplies. 

Section 4. A Corporate Member shall be a Water Board, Water 
Commission, Water Department, Water Company or Corporation, 
National State or District Board of Health, or other body, corpora- 
tion or organization engaged or interested in water supply work, 
and shall be entitled to one representative whose name shall appear 
on the roll of members, and who shall have all the rights and privi- 
leges of an Active Member. This representative may be changed at 
the convenience and pleasure of the Corporate Member on written 
notice to the Secretary. 

Section 5. An Associate Member shall be either a person, firm or 
corporation engaged in manufacturing or furnishing supplies for the 
operation, construction, or maintenance of water works. 

Section 6. Any Association or Society which is primarily organ- 
ized to promote the advancement of the art of water supply in any 
of its branches, and to furnish to its members information relating 
thereto, shall be eligible for designation by the Board as an Affiliate 
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Association or Society of the American Water Works Association. 
Such Association or Society shall submit an application to the Board 
and upon the application receiving the approval of a majority of the 
Board, the said Association or Society shall remain an Affiliate at the 
pleasure of the Board. An Affiliate shall pay no dues, shall exchange 
publications, and its members who are qualified to become Active 
members of the American Water Works Association may become so 
upon application for such Active membership as provided in the By- 
Laws, without payment of any initiation fee, but shall pay the 
yearly dues. 


ARTICLE II 
ADMISSION AND EXPULSION 


Section 1. The Board, on its own initiative, or at the request of 
twenty-five members of the Association, may elect any qualified 
person an Honorary Member. This election shall take place at a 
regular meeting of the Board and shall be by ballot. Two negative 
ballots shall exclude. 

Each Honorary Member shall receive an engrossed certificate of 
membership in that grade. 

Section 2. Applications for Active, Corporate, or Associate 
Membership shall be made on the blank forms provided by the 
Association. Each application shall embody a concise statement 
of the applicant’s qualification for membership. All applications 
shall be forwarded to the Secretary who shall submit them to the 
Board. 

An affirmative vote of a majority of the Board shall elect and the 
applicant shall become a member when initiation fees and annual 
dues shall have been paid. 

Section 3. No member whose dues are in arrears for four months 
shall receive the publications of the Association until such arrears 
are paid. Members in arrears for one year shall be automatically 
dropped by the Secretary from the list of members. 

Section 4. The Board may, for sufficient cause, temporarily 
or permanently excuse from the payment of annual dues, any mem- 
ber who from ill health, advanced age, or other good reason, is unable 
to pay such dues, and the Board may remit the whole or part of dues 
in arrears, or accept in lieu thereof desirable additions to the library 
or collections. 
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Secrion 5. A member who has been dropped for non payment of 
dues may be re-instated by the Board on payment of the arrears. 
He shall then be entitled to receive such back numbers of the publi- 
cations of the Association as may have been withheld from him on 
account of non payment of dues, and are available for distribution. 

Section 6. Any member of any grade may be expelled from 
membership in the Association, by a three-quarters vote of the 
Board, taken by letter ballot, provided such member has been given 
a written statement of the charges preferred, and has been accorded 
an opportunity of a hearing before the Board. 

Section 7. Any member may retire from membership by giving 
written notice to the Secretary, provided that he is in good standing. 


ARTICLE III 
Frers AND DuEs 


Section 1. Each Active Member shall pay an initiation fee of 
Five dollars, and annual dues of Ten dollars, provided that any 
Active member in good standing who has paid dues continuously for 
thirty years shall be exempt from payment of further dues. No 
initiation fee shall be required from a member in good standing of an 
Affiliate Association or Society, who has been elected as an Active 
Member. 

Section 2. Each Corporate Member shall pay an initiation fee of 
Ten dollars, and annual dues of Fifteen dollars. 

Section 3. Each Associate member shall pay an initiation fee of 
Ten dollars, and annual dues of Twenty-five dollars. 

Section 4. The fiscal year of the Association shall begin on 
January Ist., and terminate on December 31st. Annual dues shall 
be payable in advance, and shall be due on January Ist. in each year. 
It shall be the duty of the Secretary to notify each member on or 
before December 31st. in each year of the amount due from said 
member for the ensuing year. 

Section 5. Any newly elected member shall be entitled to all of 
the publications of the Association that are distributed to its mem- 
bers during the year, or that part of the year, for which he has paid 
dues. 
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ARTICLE IV 
EXECUTIVE COMMITTEE 


There shall be an Executive Committee of five members con- 
sisting of the President, and four Directors. This committee shall be 
chosen by the Board at its meeting at the annual convention. 

The President of the Association shall act as Chairman of the 
Committee, or in his absence, the Committee shall choose a temporary 
chairman from its members, and the Secretary of the Association 
shall act as its Secretary. 

The duties of the Committee shall be to direct the administrative 
work of the Association and to carry out the policies of the Board 
between meetings of the latter. 

A quorum of the Committee shall consist of three members. 


ARTICLE V 
Duties oF OFFICERS AND DIRECTORS 


Section 1. The President shall have general supervision of the 
affairs of the Association, and shall preside at all conventions of the 
Association, and meetings of the Board. In his absence he shall 
designate a presiding officer to act in his stead at such conventions 
or meetings. He shall be, ex-officio, a member of all committees. 

Section 2. The Board of Directors shall be the legal representa- 
tives of the Association, and as such shall have full control of the 
Association in regular convention. It shall make the necessary 
arrangements for the conventions, and shall have power to expend 
the funds of the Association, or to invest the same, but must not 
incur indebtedness beyond the funds in the hands of the Treasurer 
and Secretary. It shall hold a meeting during the last day, and also 
a meeting at least one hour before the opening session of each annual 
convention. Other meetings shall be held at the call of the President, 
or of any five members of the Board. Notice of all meetings shall 
be issued by the Secretary at least ten days in advance of such meet- 
ings to all members of the Board. 

At its meeting on the last day of the Annual Convention, the 
Board shall appoint a Secretary and an Editor which officers shall 
serve until the close of the next Annual Convention, or until their 
successors shall have been appointed. 

Except as otherwise provided in the Constitution and By-Laws, 
all questions before the Board shall be decided by a majority vote. 
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Section 3. The Treasurer shall have charge of the funds of the 
Association, and shall pay bills against the Association when certified 
by the Secretary and the President. He shall make a report of the 
expenditures and of the funds of the Association at the annual con- 
vention. He may, with the approval of the Board, establish a draw- 
ing account for the Secretary. 

He shall be bonded at the expense of the Association and to an 
amount to be determined by the Board. 

He shall perform such other duties as may be assigned to him 
by the Board. 

Section 4. The Secretary shall be an Active Member of the 
Association. It shall be his duty to attend all conventions and 
meetings of the Association, and of the Board, prepare the business 
and duly record the proceedings thereof. He shall see that all 
moneys due the Association are collected, and shall promptly deposit 
the same tothe credit of the Association. He shall certify to all bills 
against the Association, and once each month he shall forward to 
each member of the Board, a financial summary of receipts and 
disbursements. 

He shall, at the annual convention, make a report of the receipts 
and of the condition and affairs of the Association. 

He shall have charge of the books and records of the Association 
and shall supervise the work of all employees. 

The books of the Association shall be audited annually by Certified 
Public Accountants, to be appointed by the Board. 

He shall be bonded at the expense of the Association and to an 
amount to be determined by the Board. 

He shall perform such other duties as shall be assigned to him 
by the Board. 

Section 5. The Editor shall have charge of the printing and dis- 
tribution to all the members of the proceedings and transactions 
of the Association, and shall perform such other duties as shall be 
assigned to him by the Board. He shall be, ex-officio, a member 
of the Publication Committee, and of the Committee on Water 
Works Practice. 

ARTICLE VI 


CONVENTIONS OF THE ASSOCIATION 


The annual convention of the Association shall be held at a time 
and place to be selected by the Board. Additional conventions of the 
Association may be held at such times and places as may be selected 
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by the Board. Meetings of the Sections shall be held as determined 
by the Constitutions of the Sections. All conventions and meetings 
shall be conducted according to “Roberts Rules of Order.” 

Each member and guest present at any of the conventions of the 
Association shall pay a registration fee of such amount as may be 
determined by the Board. 


ARTICLE VII 
SECTIONS AND DIVISIONS 


Section 1. Local Sections may be established by the Board on 
receipt of a written request to that effect signed by twenty Active 
or Corporate Members of the Association residing in the territory 
within which the local section is desired. The territory embraced 
by each local section shall be fixed by the Board. 

Section 2. National Divisions consisting of Superintendents, 
Engineers, Chemists, Bacteriologists, and Accountants or other 
classes of persons included in the membership of the Association 
may be established by the Board on the request of thirty members. 
Any member of the Association may register in any National Division 
of the Association in which he is interested. 

Section 3. Such Local Sections and National Divisions which 
shall consist only of members of this Association in good standing 
shall elect their own officers and committees, and may make any 
rules for their government not inconsistent with the Constitution and 
By-Laws of the Association, but these rules must first be approved 
by the Board. 

Section 4. Each Local Section as soon as established, and after 
its rules have been approved by the Board, may with its approval 
annually receive from the Treasurer of the Association for local use 
not more than twenty-five per cent of the annual dues paid to the 
Association by the members of the said local section as shown by 
the books of the Association on the 1st. day of November of each 
year, unless the Board increases the amount allowed to any local 
section, the amount of such increase to be determined by the Board, 
and to be allowed only when in the judgment of the Board the work 
undertaken by that local section is such as to be of material benefit to 
the Association. Unless the Board increases the amount allowed 
the total money received by any local section for any one fiscal year 
shall not exceed the sum of $300. Local Sections having small 
membership shall be entitled to receive from the Association $100 
in any one fiscal year, even though the allotted 25 per cent of the 
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annual dues paid to the Association by the members of the said local 
section does not amount to $100. 

Each National Division when established and its rules and Con- 
stitution have been approved by the Board, may with the approval 
of the Board, annually receive from the Treasurer of the Association 
a sum not exceeding $100 for Division expenses. 

The Treasurer of each Local Section or National Division shall 
forward to the Secretary of the Association his application endorsed 
by the presiding officer of the section or division for such portions 
of the said sums above specified as may be needed and upon receipt 
of such application the Secretary shall authorize the Treasurer of the 
Association to pay such sums to the Treasurer of the Section or 
Division. These moneys may be used by the Section or Division 
only in payment of necessary operating expenses. 

At the end of each fiscal year the Treasurer of each Section and 
Division shall submit a certified copy of his accounts to the Secretary 
of the Association, the same being itemized and showing the balance 
on hand of funds received from the Association which will remain 
to the credit of such section or division until such section or division 
is dissolved or the Board shall otherwise order their return to the 
treasury of the Association. 

Section 5. Any member of the Association who resides in a 
locality which is not included in the territory embraced by an existing 
local section, may upon written request to the Board be included 
in the membership of any local section. The Secretary of the Asso- 
ciation shall notify the Secretary of the local section of the enrollment 
of the member. 

Whenever a new local section is formed or an existing local section 
has its territory extended which will include in its territory the 
locality where such member resides, he shall automatically be in- 
cluded in the membership of such local section. 

Section 6. Any Section or Division may be dissolved by the 
Board for reasons which it believes are good and sufficient. 


ARTICLE VIII 


PUBLICATIONS 


All Publications of the Association shall be issued under the direc- 
tion of the Board and shall be copyrighted as far as is practicable 
and proper. 
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ARTICLE Ix 
COMMITTEES 


Szction 1. A Publication Committee shall be appointed by the 
Board at the annual convention of the Association. It shall consist 
of at least five members, at large, and its Chairman shall be ex-officio, 
a member of the Board. 

It shall have control of the publications of the Association, includ- 
ing the programs of its conventions and shall see that all publications 
and papers are edited before publication. 

The Committee shall prepare rules which shall govern the prepara- 
tion, presentation, acceptance, and publication of all papers and such 
other matters of a similar nature as the best interests of the Asso- 
ciation may require. 

Section 2. A Committee on Water Works Practice shall be 
appointed by the Board at the annual convention. It shall consist 
of at least five members, at large, and its Chairman shall be ex-officio, 
a member of the Board. 

Any Resolution, Report, or Publication which undertakes to 
establish in the name of the Association, or any of its sections or 
divisions, professional or technical standards, shall be submitted to 
this committee, and it shall direct all such matters on behalf of the 
Association. 

It shall give notice by publication to the membership of all such 
proposed standards and report its approval or disapproval of such 
to the Board. 

It shall appoint such sub-committees as it may deem necessary 
to properly carry on its work. 

Section 3. The Board shall appoint such other committees as 
may be necessary to carry on the work of the Association. 


ARTICLE X 


The Board of Directors may amend these By-Laws in any manner 
not inconsistent with the Constitution by a two-thirds vote of those 
voting at any meeting of the Board or by sealed letter ballot, provid- 
ing that a copy of such proposed amendment has been mailed by the 
Secretary to each member of the Board at least thirty days prior 
to such meeting or letter ballot. 
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PAST PRESIDENTS 


*J. G. Briggs, Terre Haute, 1883-1884 
*L. H. Garpner, New Orleans, La........ 1884-1885 
Mesum, Brooklyn, N. 1885-1886 
*J. T. Fannina, Minneapolis, Minn....... ey 1887-1888 
*A. N. Denman, Des Moines, Ia...... TAG 1888-1889 
*J, H. Decker, Salina, Kans......... avid de 1889-1890 
Witu1am B. Butt, Quincy, > aie 1890-1891 
*G. H. BenzeEnBERG, Milwaukee, 1892-1893 
*W. G. Ricnarps, Atlanta, Ga........ Lis an 1895-1896 
*F. A. W. Davis, Indianapolis, Ind..... indi 1896-1897 
*Winitam R. Hitz, New York, N. 1901-1902 
*C. H. Charlotte, N. «.. .1902-1903 
Mornis R. Newark, N. 1904-1905 
tBenzamin C. Apxtns, St. Louis, 1905-1906 
D. W. Frencn, Weehawken, N. 1908-1909 
ALEXANDER St. Catharines, 1911-1912 
Dow R. Gwinn, Terre Haute, 1912-1913 
Rosert J. THomas, Lowell, 1913-1914 
Grorce G. Earu, New Orleans, 1914-1915 
Necuosas &. New York, N.Y... 1915-1916 
*LEONARD Metca.F, Boston, 1916-1917 
THEODORE A. LEISEN, Detroit, Mich.................eceeceeceeees 1917-1918 
Cuar.es R. Henperson, Davenport, 1918-1919 
Carterton E. Davis, Philadelphia, 1919-1920 
C. Rochester, N. 1920-1921 
Epwarp Barrow, Iowa City, Ia......... 1921-1922 
W. 8. Cramer, Lexington, 1922-1923 
GrorGeE W. Fuuuer, New York, N. 1923-1924 
Frank C. Jorpan. Indianapolis, 1924-1925 
W, Cuppesack, Paterson, N. J......... 1926-1927 
Wirusam W. Brusn, New York, N. Y....2 1928-1929 
* Deceased. 


+ Not now a member of the Association. 
16 
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CONVENTIONS 


Place Date 
Louie, March 29, 1881 
Columbus, Ohio............. March 14-16, 1882 
Cincinnati, Ohio............ April 15-17, 1884 
Boston, Mass................ April 21-23, 1885 
June 23-25, 1886 
Minneapolis, Minn.......... July 13-15, 1887 
Cleveland, Ohio............. April 17-19, 1888 
Louisville, Ky...............April 16-18, 1889 
Philadelphia, Pa............ May 14-17, 1891 
New York, N. Y............ May 17-19, 1892 
Milwaukee, Wis............. September 5-9, 1893 
Minneapolis, Minn.......... August 21-23, 1894 — 
May 28-30, 1895 
Indianapolis, Ind............May 26-28, 1896 
Denver, Colo................ June 8-10, 1897. 
Buffalo, Ni June 14-18, 1898 


-May 16-19, 1899 
-May 15-18, 1900 


Columbus, Ohio............ 
Richmond, Va.............. 


New York, N. Y............ June 17-22, 1901 
Detroit, Mich............... June 23-26, 1903 
Bt. Louie, June 6-11, 1904 
West Baden, Ind............ May 9-12, 1905 
Boston, Mass................dune 26-30, 1906 
po June 17-21, 1907 
Washington, D. C...........May 11-16, 1908 
Milwaukee, Wis............. June 7-12, 1909 
New Orleans, La............ April 25-29, 1910 
Rochester, N. Y.............June 5-10, 1911 
Louisville, Ky............... June 3-7, 1912 
Minneapolis, Minn.......... June 23-27, 1913 
Philadelphia, Pa............ May 11-15, 1914 
Cincinnati, Ohio............ May 10-14, 1915 
New York, N. Y............ June 5-9, 1916 
Richmond, Va...............May 7-11, 1917 
Buffalo, N. Y...... vg ahnaeae June 9-13, 1919 
Montreal, Que............... June 21-25, 1920 
Cleveland, Ohio.............June 6-10, 1921 
Philadelphia, Pa............ May 15-19, 1922 
Detroit, Mich.............. June 21-25, 1923 
New York, N. Y............ May 19-23, 1924 
Louisville, Ky.............. April 27-May 1, 1925 
Chicago, Ill.......... ..... June 6-11, 1927 
San Francisco, Calif......... June 11-15, 1928 
June 24-28, 1929 
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President 
J. T. Foster 
J. T. Foster 
J. T. Foster 
J. G. Briggs 
L. H. Gardner 
Peter Milne, Jr. 


_B. F. Jones 


J. T. Fanning 

A. N. Denman 

J. H. Decker 

Wm. B. Bull 

J. M. Diven 

G. H. Benzenberg 

James P. Donahue 

William Ryle 

W. G. Richards 

F. A. W. Davis 

John Caulfield 

Joseph A. Bond 

R. M. Clayton 

Charles E. Bolling 

Wm. R. Hill 

Chas. H. Campbell 

L. N. Case 

Morris R. Sherrerd 

Benjamin C. Adkins 

Dabney H. Maury 

George H. Felix 

D. W. French 

Wm. P. Mason 

John W. Alvord - 

Alexander Milne 

Dow R. Gwinn 

Robert J. Thomas 

George G. Earl 
Nicholas 8. Hill, Jr. 
Leonard Metcalf 

Theodore A. Leisen 

Charles R. Henderson 

Carleton E. Davis 

Beekman C. Little 
Edward Bartow 

W. S. Cramer 
George W. Fuller 
Frank C. Jordan 
Harry F. Huy 
Allan W. Cuddeback 
James E. Gibson 
William W. Brush 
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OFFICERS FOR 1929-1930 


President 


Jack J. Hinman, Jr., Associate Professor of Sanitation, University of Iowa, 
P. O. Box 313, Iowa City, Iowa 


Vice-President 


Georce H. Fenxe.t, Superintendent and General Manager, Board of Water 
Commissioners, 735 Randolph Street, Detroit, Mich. 


Treasurer 


Wi.uraM W. Brosu, Chief Engineer, Department of Water Supply, Gas and 
Electricity, Municipal Building, New York, N. Y. 


Secretary 


BeexMaN C. Litt.e, 305 Cutler Building, Rochester, N. Y. 


Editor 


Apet Woman, Chief Engineer, State Department of Health, 2411 North 
Charles Street, Baltimore, Md. 


Trustees (Terms expire 1930) 


Louis R. Howson, Messrs. Alvord, Burdick & Howson, 130 Eighth Ave., 
LaGrange, III. 

GeorceE W. Pracy, Superintendent, Spring Valley Water Co., 425 Mason St., 
San Francisco, Calif. 

Seta M. Van Loan, Deputy Chief, Bureau of Water, 709 City Hall, 
Philadelphia, Pa. 

C. D. Brown, Manager, Walkerville Water Co., Walkerville, Ont., Canada. 

Joun CuamBers, Chief Engineer and Superintendent, Louisville Water Co., 
Louisville, Ky. 

StrepHen H. Taytor, Superintendent, Water Works, 312 Municipal Bldg., 
New Bedford, Mass. 

J. WALTER ACKERMAN, City Manager, Watertown, N. Y. 

W. T. Mayo, Commissioner of Public Utilities, P. O. Box 284, Shreveport, La. 

A. F. Porzexius, Superintendent, City Water Co., Chattanooga, Tenn. 
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Governing Board 
JACK J. HINMAN, JR., Chairman 


J. WALTER ACKERMAN BEEKMAN C. LITTLE 
C. D. BROWN W. T. MAYO 
WILLIAM W. BRUSH A. F. PORZELIUS 
JOHN CHAMBERS GEORGE W. PRACY 
GEORGE H. FENKELL STEPHEN H. TAYLOR 
JAMES E. GIBSON SETH M. VAN LOAN 
LOUIS R. HOWSON ABEL WOLMAN 


AWARDS OF THE JOHN M. DIVEN MEMORIAL MEDAL 
For Outstanding Service to the American Water Works Association 


1926—Grorce W. 
1927—ArtTuurR E. GoRMAN 
1928—W. S. CraMer 
1929—JameEs E. Gipson 


NATIONAL DIVISIONS 


Finance and Accounting Division 
Plant Management and Operation Division 
Water Purification Division 


LOCAL SECTIONS 


California Section—State of California 

Canadian Section—Dominion of Canada 

Central States Section—Ohio, West Virginia, Michigan and Western 
Pennsylvania 

Florida Section—State of Florida 

Four-States Section—Eastern Pennsylvania, Delaware, Southern New Jersey, 
Maryland and District of Columbia 

Illinois Section—State of Illinois 

Indiana Section—State of Indiana 

Kentucky-Tennessee Section—States of Kentucky and Tennessee 

Minnesota Section—State of Minnesota 

Missouri Valley Section—Iowa, Missouri, South Dakota, Kansas and Eastern 
Nebraska 

Montana Section—State of Montana 

New York Section—State or New York and Northern New Jersey 

North Carolina Section—State of North Carolina 

Pacific Northwest Section—States of Oregon and Washington 

Rocky Mountain Section—Wyoming, Colorado, New Mexico, Arizona, Idaho, 
Utah and Western Nebraska 

Southeastern Section—South Carolina, Alabama, Georgia and Mississippi 

Wisconsin Section—State of Wisconsin 


COMMITTEES FOR 1929-1930 


EXECUTIVE 


Jack J. HInMAN, JR., Chairman, Associate Professor of Sanitation, University 
of Iowa, P. O. Box 313, Iowa City, Iowa. 

Wi.u1aM W. Bross, Chief Engineer, Department of Water Supply, Gas and 
Electricity, Municipal Building, New York, N. Y. 

Louis R. Howson, Messrs. Alvord, Burdick & Howson, 130 Eighth Avenue, 
LaGrange, Ill. 

Matcotm Pirnie, Consulting Engineer, 25 West 43rd Street, New York, N. Y. 


PUBLICATION 
F. G. Cunnineuam, Chairman, Fuller & McClintock, 170 Broadway, New 
York, N. Y. 
L. H. Enstow, Vice-Chairman, Chlorine Institute, 30 E. 42nd St., New 
York, N. Y. 


H. Gorpon Caper, Assistant Comptroller, Federal Water Service Corp., : 
27 William St., New York, N. Y. 

W. W. DeBerarp, ‘Engineering News-Record,”’ 520 No. Michigan Ave., 
Chicago, II. 

Artuur.E. Gorman, Wallace & Tiernan Co., Inc., Newark, N. J. 

Danie C. Grosset, Secretary, Board of Water Commissioners, Detroit, 
Mich. 

Cart A. Hecumer, Department Engineer, Maintenance & Operating Dept., 
Washington Suburban Sanitary District, Hyattsville, Md. 

Berkman C. Lirtie, Secretary, A. W. W. A., 305 Cutler Bldg., Rochester, 

Earze G. McConne 1, Superintendent of Plants, City Hall, Charlotte, N. C. 

W. E. MacDonaup, City Water Works Engr., 21 Fourth Ave., Ottawa, 
Canada. 

W. C. Mituer, City Engineer, City Hall, St. Thomas, Ont., Canada. 

8. B. Morris, Chf. Engr. Water Dept., 319 City Hall, Civic Center, Pasadena, 
Calif. 

Lewis A. Quiatey, Superintendent, City Water Works, 2626 Travis St., Ft. 
Worth, Texas. 

A. V. Ruaauss, Assistant to Secretary, A. W. W. A., 29 W. 39th St., New York, 
N. Y. 

Puitip Scuuyier, Epitor, ‘‘Western Construction News,” 114 Sansome St., 
San Francisco, Calif. 

N. T. Veatcu, Jr., Consulting Engineer, 701 Mutual Bldg., Kansas City, Mo. 

Ase Woman, Editor of Journal of A. W. W. A., 2411 No. Charles St., Balti- 
more, Md. 


CONVENTION 


Berkman C. Lirrix, Chairman, 305 Cutler Building, Rochester, N. Y. 
Frepenric E. Beck, J. G. White & Company, Inc., 37 Wall Street, New York, 
N.Y. 
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V. BERNARD SrEms, Vice President and Chief Engineer, National Water Works 
Corp., 11 Broadway, New York, N. Y. 


CONVENTION COMMITTEE OF WATER WORKS MANUFACTURERS ASSOCIATION 


James H. CALDWELL, 55 First Street, Troy, N. Y. 
Joun A. Krenz, Mathieson Alkali Works, Inc., 250 Park Avenue, New York, 


N.Y 
Dennis F. O’Brizn, A. P. Smith Manufacturing Company, East Orange, N. J. 


DIVEN MEMORIAL 


Harry F. Huy, Chairman, 224 Wellington Road, Buffalo, N. Y. 

H. Gorpon Caper, Assistant Comptroller, Federal Water Service Corpora- 
tion, 27 William Street, New York, N. Y. 

Frank E. Hate, Director of Laboratories, Mt. Prospect Laboratory, 
Brooklyn, N. Y. 

BreexmaN C. Litttez, 305 Cutler Building, Rochester, N. Y. 

Maco Prraniz, Consulting Engineer, 25 West 43rd Street, New York, N. Y. 

A. U. Sanprerson, Superintendent, Toronto Filtration Plant, Foot of John 
Street, Toronto, Ont., Canada. 


Chief Engineer, State Department of Health, 2411 North 


Charles Street, Baltimore, Md. 


CONSTITUTIONS 


R. L. Dossin, Chairman, Superintendent of Water Works, 223 Aylmer Street, 
Peterborough, Ont. Canada. 

BeexmaNn C. 305 Cutler Building, Rochester, N. Y. 

Georce H. Fenxke.t, Superintendent and General Manager, Board of Water 
Commissioners, 735 Randolph Street, Detroit, Mich. 

James E. Gipson, Manager and Engineer, Water Department, 14 George 
Street, Charleston, S. C. 


INCREASE IN MEMBERSHIP 


ARTHUR E. GorMAN, Chairman, Wallace & Tiernan Company, Inc., Newark 


N. J. 
(Committee being organized) 
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22 LIST OF COMMITTEES 


COMMITTEE ON WATER WORKS PRACTICE 


Matcotm Pirniz, Chairman, Consulting Engineer, 25 W. 43rd St., New York, 
N. Y. 

Frank A. Barsour, Hydraulic & Sanitary Engineer, 1120 Tremont Bldg., 
Boston, Mass. 

Rotito K. Buancnarp, Engineer, Neptune Meter Co., 50 E. 42nd St., New 
York, N. Y. 

W. S. Cramer, Vice President & Manager, Lexington Water Co., Lexington, 
Ky. 

F. G. CunninauaM, Chairman, Publication Committee, Fuller & McClintock, 
170 Broadway, New York, N. Y. 

W. W. DeBerarp, ‘Engineering News-Record,’’ 520 No. Michigan Ave., 
Chicago, III. 

ArtHour E. Gorman, Wallace & Tiernan Co., Inc., Newark, N. J. 

Georce W. Pracy, Superintendent, Spring Valley Water Co., 425 Mason St., 
San Francisco, Calif. 

A. U. SanpErson, Supt., Toronto Filtration Plant, Foot of John St., Toronto, 
Ont. 

AseLt Woman, Editor of Journal, 2411 No. Charles St., Baltimore, Md. 

(A. V. Ruaetes, Asst. to Sect. A.W. W.A., acts as Secretary of this Com- 
mittee) 


SPECIAL COMMITTEES 


Committee on Standard Methods of Water Analysis 
Jack J. Hinman, Jr., Chairman, Associate Professor of Sanitation, Uni- 
versity of Iowa, 121 Melrose Ave., Iowa City, Iowa 
(a) Chemical Methods 

R. C. BARDWELL, Supt. Water Supply, C. & O. Ry., 3211 Hanover 
Ave., Richmond, Va. ; 

Joun R. Baytuis, Filtration Engr., Bureau of Engineering, City 
of Chicago, 1643 E. 86th St., Chicago, III. 

A. M. BusweE 1, Chief, State Water Survey Division, Urbana, III. 

Date L, Marritt, Chemist, Des Moines Municipal Water Plant, 
Des Moines, Iowa. 

Fioyrp W. Moutmavn, Chief Chemist, Sanitary District of Chicago, 
845 So. Wabash Ave., Chicago, IIl. 

(b) Bacteriological Methods 

H. G. Dunnam, Director Bact. Lab., Digestive Ferments Co., 
920 Henry St., Detroit, Mich. 

N. J. Howarp, Director of Water Purification, Island Filtra- 
tion Laboratories, 410 Lake Shore Drive, Centre Island, Foot 
of John St., Toronto, Ont., Canada. 

Harry E. Jorpan, Sanitary Engineer, Indianapolis Water Co., 
113 Monument Circle, Indianapolis, Ind. 

Max Levine, Associate Professor of Bacteriology, Iowa State 
College, Ames, Iowa. 
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MacHarvey McCrapy, Chief of Laboratories, Bureau of Health 
of P. Q., 59 Notre Dame, East, Montreal, Canada. 
Joun F. Norton, Director of Laboratories, City Dept. of Health, 
Herman Kiefer Hospital, Detroit, Mich. 
(c) Microscopical Methods 
Witrrep F. Laneewier, Associate Professor of Sanitary En- 
gineering, University of California, Berkeley, Calif. 
(d) Field Representatives 
Linn H. Enstow, The Chlorine Institute, Inc., 30 E. 42nd St., 
New York, N. Y. 
Dr. W. U. GaLuanER, General Chemical Co., 300 W. Adams St., 
Chicago, Ill. 
S. T. Powrti, Chemical Engineer, 213 St. Paul Place, Balti- 
more, Md. 


Committee on Boiler Feed Water Studies 
8. T. Powre.t, Chairman, Chemical Engineer, 213 St. Paul Place, Balti- 


more, Md. 

Epwarp Bartow, Prof., Chemistry Dept., University of Iowa, lowa 
City, Ia. 

WELLINGTON Dona.pson, Fuller & McClintock, 170 Broadway, New 
York, N. Y. 


C. R. Know es, Supt. Water Service, Illinois Central R. R., 6627 Wood- 
lawn Ave., Chicago, III. 

ABEL Wotan, Chief Engr., State Dept. of Health, 2411 N. Charles St., 
Baltimore, Md. 


REPRESENTATIVES ON AMERICAN COMMITTEE ON ELECTROLYSIS 


Nicuotas 8. Hii, Jr., Consulting Engineer, 112 East 19th St., New York, 
N.Y. 

Cuaries F, MeyeruerM, Albert F. Ganz, Inc., Consulting Engineers, 511 
Fifth Ave., New York, N. Y. 

Epwarp E. Minor, General Manager, New Haven Water Co., New Haven, 
Conn. 


REPRESENTATIVES ON COMMITTEES OF AMERICAN STANDARDS ASSOCIATION 


A-21—Cast Iron Pipe and Special Castings 

F. A. Barsour, Hydraulic and Sanitary Engineer, 1120 Tremont Bldg., 
Boston, Mass. 

W.W. Brusu, Chief Engineer, Dept. of Water Supply, Gas and Electricity, 
Municipal Bldg., New York, N.Y. 

W. C. Hawuey, Chief Engineer and General Supt., Pennsylvania Water 
Co., Wilkinsburg, Pa. 

E. E. Watt, Consulting Engineer, 5361 Pershing Ave., St. Louis, Mo. 

T. H. Wiaarn, Consulting Engineer, 40 Exchange Place, New York, N. Y. 
Chairman of Sectional Committee. 
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24 LIST OF COMMITTEES 


A-35—Manhole Frames and Covers 
F. A. Marston, Metcalf & Eddy, 1300 Statler Bldg., Boston, Mass. 
A-40—Plumbing Equipment 
W.S. L. CLeverpon, Prof. of Sanitary Engineering, New York University, 
Washington Square, New York, N. Y. 
B-2-1919—Pipe Threads 
R. D. Hau, Manager, Water Works Dept., Worthington Pump & Machin- 
ery Corp., Harrison, N. J. 
W. W. Brusu, Chief Engr., Dept. of Water Supply, Gas & Electricity, 
Municipal Bldg., New York, N. Y. 
B-16—Pipe Flanges and Fittings 
F. A. Barsour, Hydraulic and Sanitary Engineer, 1120 Tremont Bldg., 
Boston, Mass. 
B-26-1925—Screw Threads for Fire Hose Couplings 
D. F. O’Brien, A. P. Smith Mfg. Co., East Orange, N. J. 
B-31—Code for Pressure Piping 
F. N. Spevier, Metallurgical Engineer, National Tube Co., 1802 Frick 
Bldg., Pittsburgh, Pa. 
B-36—Wrought Iron and Wrought Steel Pipe and Tubing 
F. N. Spe.ier, Metallurgical Engineer, National Tube Co., 1802 Frick 
Bldg., Pittsburgh, Pa. 
G-8—Zine Coating of Iron and Steel 
R. C. Ewry, Mechanical Engineer, Board of Water Supply, Municipal 
Bldg., New York, N. Y. 
A. C. Frevpner, Chief Engineer, Division of Mining Experiment Station, 
U. 8S. Bureau of Mines, Washington, D. C. 


MECHANICAL STANDARDS ADVISORY COUNCIL 
A. V. Ruaauzs, Asst. to Sect., American Water Works Assn., 29 W. 39th St., 
New York, N. Y. 
REPRESENTATIVE ON DEPARTMENT OF COMMERCE BUILDING CODE COMMITTEE'S 
SUBCOMMITTEE ON PLUMBING 


W. S. L. Cieverpon, Prof. of Sanitary Engineering, New York Univer- 
sity, Washington Square, New York, N. Y. 


ABSTRACTORS | 


Hannan, Frank, Chief Abstractor, Chemist, Filtration Plant, 285 Willow Ave., 
Toronto 8, Ont., Canada 


Tuompson, Rupotru E., Assistant to Chief Abstractor, Asst. Chemist, Filtra- 
tion Plant, 596 Milverton Blvd., Toronto, Ont., Canada 


BaRDWELL, R. C., Supt. Water Supply, C. & O. R. R. Co., 3211 Hanover Ave., 
Richmond, Va. 

Bayuis, Joun R., Filtration Engr., Bureau of Engineering, City of Chicago, 
1643 E. 86th St., Chicago, IIl. 
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Bioum, Artuur W. P., Assistant Sanitary Engineer, State Department of 
Health, 2206 Walbrook Ave., Baltimore, Md 

Buswe.., A. M., Chief of State Water Survey Division, Urbana, III. 

CARPENTER, Lewis V., Assistant Professor of Sanitary Engineering, West 
Virginia University, Box 562, Morgantown, W. Va. 

M. H. Cosientz, Sr. Asst. San. Engr., State Dept. of Health, 2411 No. Charles 
St., Baltimore, Md. 

Cox, CHamiaa R., Assistant Engineer, State’ Department of Health, Albany, 
N. Y. 

H. H. Gerstern, 8140 Drexel Ave., Chicago, IIl. 

Horxins, Epwarp.S., Prin. San. Chemist, Montebello Filters, Hillen Road, : 
Baltimore, Md. 1 

Houser, GEorGE C., Messrs. Metcalf & Eddy, 1300 Statler Bldg., Boston, 

Mass. 

Howarp, N. J., Director of Water Purification, Island Filtration Laboratories, 
410 Lake Shore Drive, Centre Is., Toronto, Ont., Canada. i 

McCrapy, MacHarvey, Chief of Laboratories, Bureau of Health of P. Q., ' 
59 Notre Dame, East, Montreal, Canada. 

McNamez, Rosert L., Principal Assistant Engineer, Messrs. Hoad, Decker, 
Shoecraft & Drury, State Savings Bank Bldg., Ann Arbor, Mich. 

MiuuEeR, ArTHuR P., Associate Sanitary Engineer, ‘‘C” Bldg., 16 Seventh 
St., S. W., Washington, D. C. 

Nose, Raupu E., Senior Bacteriologist, Dept. of Health, 712 City Hall, 
Chicago, Ill. 

O’Net11, Joun H., Louisiana State Board of Health, New Orleans, La. 

Pierce, J. F., Springdale, Pa. 

Reinke, Epwarp A., 102 C. E. Bldg., Berkeley, Calif. 

Rucunort, C. C., 845 So. Wabash Ave., Room 606, Chicago, Ill. 

TayLor, Grorce R., Sanitary Chemist, 135 Jefferson Ave., Scranton, Pa. 

THompson, Davin G., Water Resources Branch, U. 8. Geological Survey, 
Washington, D. C. 

Ricuarp F. Wagner, Supt. & Engr., Dept. of Water, Lynchburg, Va. 


List of Publications Abstracted 


Affiliated Engineering Societies of Minnesota—Bulletin 
American Chemical Society—Journal 

American City 

American Electro-Chemical Society—Proceedings 
American Forestry 

American Medical Association—Annual Index 

American Medical Association—Journal 

American Meteorological Society—Publications 

American Public Health Association—Journal 

American Railway Engineering Association—Journal 
American Society of Civil Engineers—Proceedings ' 
American Society for Municipal Improvements—Proceedings 
Board of Fire Underwriters—Reports 

Boston Society of Civil Engineers—Journal 
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Canada Department of the Interior—Water Supply Bulletins 
Canadian Engineer 

Canadian Water Works Association—Journal 

City Reports (Misc.) 

Cleveland Engineering Society—Journal 

Concrete 

Connecticut Association of Civil Engineers—Proceedings 
Dayton Engineers’ Club—Publications 

Engineering Association of the South—Proceedings 
Engineering and Contracting 

Engineering News-Record 

Engineers’ Club of Philadelphia—Journal 

Engineers of St. Louis—Journal 

Engineers’ Institute of Canada—Journal 

Engineers’ Society of Western Pennsylvania—Proceedings 
Franklin Institute—Journal 

Illinois Society of Engineers—Reports 

Illinois State Water Survey—Bulletins 

Indiana Engineering Societies—Proceedings 
Ingenieria Internacional (Published in New York) 
Iowa Engineering Societies—Proceedings 

Journal of Bacteriology 

Journal of Biological Chemistry 

Louisiana Engineering Society—Proceedings 
Mechanical Engineering (Jour. Am. Soc. M. E.) 
Missouri Water Works Association—Journal 

Monthly Weather Review (U.S. Weather Bureau) 
Municipal and County Engineering 

New England Water Works Association—Journal 

Ohio Conference on Water Purification 

Ohio Engineering Societies—Proceedings 

Ohio Water Works Association—Proceedings 
Pennsylvania Water Works Association—Proceedings 
Power 

Power Plant Engineering 

Public Health Engineering Abstracts (U. 8.) 

Public Utility Reports 

Public Works 

Railway Age 

Railway Maintenance Engineer 

Railway Mechanical Engineer 

Railway Review 

Scientific Lubrication 

Southwestern Water Works Association—Journal 
State Boards of Health—Reports and Bulletins (Misc.) 
Texas Water Works Short School 

U.S. Bureau of Agriculture—Bulletins and Circulars 
U.S. Bureau of Census—Statistics 
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Bureau of Mines—Bulletins, Circulars and Technical Papers 

Bureau of Standards—Bulletins, Circulars, Technical Papers, etc. 
8. Dept. of Agriculture—Bulletins and Circulars 

U. 8. Public Health Service—Reports, Bulletins and Reprints 

U. S. Geological Survey—Water Supply Papers, Bulletins and Circulars 
University Bulletins (Misc.) 

Utah Society of Engineers—Proceedings 

Water Works Engineering 

Western Construction News 

Western Society of Engineers—Journal 


U.S. 
U.S. 
U. 


LIST OF MEMBERS 
NoveEMBER 1, 1929 
D designates award of John M. Diven Memorial Medal 


A designates member of Finance and Accounting Division 


P designates member of Plant Management and Operation Division 


W designates member of Water Purification Division 
HONORARY MEMBERS 


Buy, Witu1am B. Quincy, 
CAULFIELD, JoHN. 963 Linwood Place, St. Paul, Minn...... 
Cuayton, R. M. American Savings Bank, Atlanta, Ga...... 
Con, James P. 520 Citizens Bank Bldg., Daven- 


port 
W Gen. Supt., 402 Sewerage & Water 
Bd. Bldg., New Orleans, La... 
Gwinn, Dow R. 215 Adams Bidg., Edgewood Grove, Terre 


ACTIVE MEMBERS 


W Asportt, C. E. Mgr., Water Works, Tuscaloosa, Ala............ 
B. President, Water Works Supply Co., 
536 Call Bdg., San Francisco, Calif..................... 

W Assort, G. H. Treas. and Supt., Southbridge Water Supply 

W ABsHER, c. W. Supt. City Water Dept., Mount Airy, N.C... 


Acres, H.G. Pres., H.G. Acres & Co., Cons. Engrs. Main & 
Ferry Streets, Niagara Falls, Ont...................... 
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Apr. 30, 1925 
July 14, 1887 
Apr. 5, 1891 
Apr. 16, 1884 
July 18, 1907 
Sept. 7, 1893 

ay 20, 1924 
June 24, 1923 
July 14, 1887 
May 18, 1892 
June 24, 1923 
July 15, 1898 


May 16, 1900 
Apr. 17, 1889 


June 15, 1916 
May 24, 1922 
May 17, 1912 
Apr. 23, 1924 
Feb. 2, 1910 


June 6, 1927 
Sept. 30, 1912 


Jan. 18, 1915 
Mar. 16, 1927 


Feb. 28, 1929 
July 20, 1920 


Mar. 23, 1925 


AF 


AP 


P 
HERSCHEL, CieMENs. 2 Wall St., New York, N. Y.......... 
W Houston, Sir ALExanpER C. Director of Water Examina- 
tions, Metropolitan Water Board, 20 Nottingham Place, 
Kze.er, H. E. e Rookery, Room 633, Chicago, Ill....... P 
W Mason, Dr. W. P. Professor of Chemistry, Rensselaer 
WILLIAM. Chief ngineer, Bureau of Water 
Works & Supply, Box 497, Los Angeles, Calif.......... 
Smita, J. Waupo. Consulting Board of Water 
Supply, Municipal Building, New York, 
Tuomas, Rosert J. 85-11th St., Lowell, _ 
TIGHE, James L. Cons. Engr., 189 High St., Holyoke, Mass... 
ACKERMAN, J. WALTER. City Manager, Watertown, N.Y.. = 
W ELSON, C.E. 716 Greenwood Ave., 
WiAaar, E. W. Supt. Water Dept., Valparaiso, Ind.......... P| 
Aupert, J. E. V. P., Bartlesville Water Co., Beggs Bldg., 
LEXANDER, R. C. ., Water Co., Centerville, Iowa...... 
AW J. Hackensack Water Com- 
pany, 624 Park Ave., Weehawken, N. J............... EZ 
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W Autan, E. Buaxe. Town Manager, P. O. Box 331, Wood- 

ALLEN, C. D. 50 Lombard St., Toronto, Ont., Canada..... r 
W Auten, Cot. Henry A. Consulting Engineer, 811 N. Michi- 
gan Ave., Chicago, Ill. 

Auten, Horr E. Supt., Municipal Service, Wyandotte, 


H. 1430 Bank of Commerce Bldg., Memphis, 
W. 


Aupers, Frank H. Supt. Water Co., Cimarron, N. M....... 
Sub-Director de la Direc- 


PW Ames, Cuarence F. Supt., Norwich Water Service Co., 

W Ames, JeremiAH L., 212 Sterling Ave., Buffalo, N. Y........ 


Amos, Joun F. Rochester & Lake Ontario Water Co., Char- 
lotte Station, Rochester, N. Y.............-... 
PW Amspary, F. C., Jr. Supt., Illinois Water Service Co., 


. Broadway, Los Angeles, Calif..................2.+. 
APW Anavs, Rosert W. Prof. of Mechanical Eng., University of 


Nov. 27, 1928 
Apr. 29, 1924 


Jan. 31, 1927 
July 29, 1929 
June 10, 1929 
Dec. 20, 1923 


June 5, 1928 
Apr. 18, 1929 


July 5, 1927 
Mar. 28, 1910 
Oct. 14, 1919 
May 24, 1928 
Apr. 3, 1899 


Mar. 30, 1918 
Nov. 28, 1922 


May 14, 1918 
May 4, 1929 
June 8, 1909 
Nov. 10, 1925 
Dec. 29, 1924 
Nov. 24, 1924 
Dec. 22, 1916 


Apr. 30, 1928 
Feb. 28, 1917 


Apr. 13, 1909 
June 14, 1913 
Oct. 31, 1929 
Feb. 5, 1917 
Oct. 14, 1922 
June 6, 1927 
Apr. 24, 1916 
May 14, 1918 
Feb. 10, 1921 


ALLEN, LAwrRENcCEF. Supt., Filtration Plant, Centre Island, 
P Wm. L. City Hall, Clearwater, Fla.................. 
PW Auianyer, JouN. Supt., Filter Plant, Water Div., 34E. Grand { 
PW Auun, T. D., C.E. 303 Kendall Bldg., Pasadena, Cal...... i 
W Atvorp, Joon W. Cons. Engr., 1417-18 Hartford Bldg. 
AnpERSON, A.L. Senior Civil Snginest, Construction Service, 
War Dept., Falls Church, 
W PiePeneOR, J. R. Supt. Water & Light, Rutherfordton, 
Anprrson, L. M. Controller, Dept. of Water Power, 207 ) 
8S. Broadway, Los Angeles, Calif..................... 
W AnperRson, Rospert M. Prof. Engineering Practice, Stevens 
ANDERSON, M. Chief Engineer, Bureau of Water 
Supply and Sewers, Honolulu, T. H................... 
W Anvrews, GrorGE C, 932 Ellicott Sq. Bldg., Buffalo, N.Y. 
 APW Anprews, Lewis P. Manager, Secy. and Treas. Water Co., 
W AnpreEws, Rosert E. National Board Fire Underwriters, 
1014 Merchants coon Bldg., San Francisco, Calif. . 
Anartuy, Cuas. E. Asst. C. E., Dept. of Water & Power, 207 
ANTWEILER, Joun J. Assistant Engineer, 9013 Empire Ave., 
W APPLEBAUM, SAMUEL Brrnarp, C.E. Sanitary Engineer, 78 
Stephenson Blvd., New Rochelle, N. Y................ 
Arncuzr, Eimer T. Cons. Engr., New England Building, 
CneeREA, J. G. Supt. Water Works System, Woodstock, 


30 ACTIVE MEMBERS 


PW Armatrona, James W. Filtn. Engr. City Water Dept., Lake 

Montebello, Hillen Road, Baltimore, Md 

W ArmstronG, KennetH C. Chemist, Water Dept., Florence 
Pump Station, Omaha, Nebr. ....................00005 
ArmsTRONG, Rocer W. 172 Clinton St., Brooklyn, N. Y... 

ARNOLD, Russett A., Bacteriologist, Frigidaire Corp., Day- 

PW fapereon, oe City Engr., 49 Mine St., New Bruns- 

wick, N. 

Cuartes Supt., Water Works, Winchester, 


W Avery, Extwoop. Consulting Engineer, 15-17 Masonic 

PW Ax, Ear. Chemist, Bureau of Water, 300 So. Ann St., 


B.S. Ayres, Lewis, Norris & May, 


Mar. 12, 1910 


Dec. 29, 1924 
Apr. 8, 1916 


Sept. 28, 1928 
Mar. 27, 1922 


June 7, 1910 
Nov. 23, 1927 


May 12, 1925 
Feb. 28, 1922 
Apr. 26, 1926 


Cornwell Building, Ann Arbor, Mich............... we. Nov. 16, 1916 
PW Bassirt, Harotp E. 204 Engineering Hall, Urbana, Ili..... June 4, 1915 
Bascocx,G.H. Supt. Water Works, East Rochester,N. Y... June 7, 1916 
W Bacuaracu, E. W. Pres., E. W. Bacharach and Co., 616-17 
Rialto Bldg., Kansas City, Mo.......................5. Apr. 29, 1924 
W BacuMAnn, Frank. Dorr Co., 333 No. Michigan Ave., Room 
BapGER, H. F. cretary, Board of Fire Und. of the Pacific, 
914 Merchants Exchange Bldg., San Francisco, Calif.. Aug. 1, 1925 
APW Bap.ey, Harry W. Water Supt., 1123 N. Carroll St., Carroll, 
PW Bano, Atitio A. Pueyrredon 1127, Buenos Aires, R. A..... Nov. 6, 1924 
PW Bauiman, Cuarence. Water Purification Supervisor, Cin- 
cinnati Filtration Plant, California, Ohio.............. Feb. 7, 1922 
W Bain, Ernest B. Supt., City Water Dept., Raleigh, N.C... June 1, 1904 
W Barty, H. G. Assoc. Prof. School of Engineering University 
W Baxer, Crarence M. 25. Carroll St., Madison, Wis....... Oct. 4, 1915 
APW Baker, Harotp W., C.E. Comnr., Dept. of Public Works, 
W Baxer, M. N. Assoc. Editor, Engineering News-Record, 
10th Ave. at 36th St., New York, N. Y................ June 24, 1903 
PW Batpwin, F. O. Supt. Water Purification Plt., Westover 
st typ May 10, 1922 
W Batpwin, Hersert Consulting Chemist, 149 Harrison 
PW Baupwin, Rosert Lee. Cons. Engr. Burns & McDonnell, 
Engr. Co., 402 Interstate Bldg., Kansas City, Mo..... Nov. 20, 1925 
W Batpwin, Rosert T. Sect., Chlorine Institute, Inc., 52 
E, 41st St., New York, July 28, 1924 
Epmunp Bruce. ‘Braemar’ Scotiand..:........ Jan. 26, 1924 
Ba.iovu, ARTHUR Francis, Engr. Natl. Board of Fire Under- 
writers, 85 John St., New York, N.Y.................. Aug. 7, 1924 
Banersez, K. C. Exec. Engr., Public Health Dept., Pres. 
Div., 3 Charnock Place, Calcutta, Bengal, India....... May 13, 1929 
P Bank, Wituiam G. Asst. Engr., Bureau of Water, Newark, 
Banks, Howarp C. x of Water Works, Wildwood, N. J. May 11, 1927 
.E. Clark Bldg., Suite 813, Pittsburgh, 


July 27, 1922 


APW 


APW 


W Austin, E. J. City Engineer, Hoquiam, Wash............. 
W Austin, R. N. Chf. Engr. & Mgr., Turbine Equipment 
Company, 73 King Street, West, Toronto, Canada.... 
— 
PW 
PH 
APY 
Al 
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W Bantet, E. C. H. Prof. of Civil Eng., Univ. of Texas, 2307 

Barsour, FRANK A, Hydraulic anitary Engr., e- 
mont Bldg., Boston, 
W Barciay, Hersert T. Superintendent Water Works, Water 
Department, City Hall, Kansas City 

rors W. E. Supt., Dept. Water and Electricity, Aurora, 


320 Market St., San Francisco, Cal.................... 
Supt., Bureau of Water, City Hall, Yonk- 


PW erg W.V. Borough Engr., Dept. ‘eg Supply, Gas & 


Barns, Freperick B. Barns Engineering Co., Inc., 155 E. 

W Barnum, Epmunp Kirsy. Engr., Fresno City Water Corp., 

W Barr, Witt1am M. Consulting Chemist, Union Pacific Sys- 
toma, Omaha, Ned... 

W Barrick, M. J. 1603 Junction St., South Williamsport, Pa. 
W Barron, A. F., Dist. Mgr., oe ON alve & Meter Co., 30 No. 
Michigan Ave., Chicago, 

W Barstow, EK. D. Barstow & McCurdy, Inc., 322 Ohio Bldg., 
BARTLETT, N. Emory. Natrona Water Co., 1000 Widener 
Building, Philadelphia, 

W Bartiett, Terrevt. Cons. Engr., 612 Cacasieu Bldg., San 
BarTLEY, Rosert, Dept. Water & Sewers, Box 377, 


W Bass, Freperick H. 429 Union St., Minneapolis, Minn..... 
Bassett, Carrot P., C.E. Summit, N. 
Bassett, CHARLES K., M.E., Buffalo Meter Co., 2917 Main 

Bassett, Gro. B.,C.E. 691 W. Ferry St., Buffalo, N. Y...... 
BatcHeLter, Wituis T. Cons. Engr., 609 Dexter-Horton 

W Bares, Cumnton O. Analytical & Consulting Chemist, 

Cedar: Rapids, Vedd. . 
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Apr. 23, 1927 
May 21, 1906 
July 22, 1926 
May 13, 1918 
July 6, 1926 
Nov. 3, 1916 
June 15, 1926 
June 19, 1929 
Oct. 31, 1923 
Feb. 24, 1928 
June 13, 1922 
Oct. 19, 1914 
Mar. 14, 1922 
Mar. 31, 1925 


Feb. 9, 1917 
Feb. 16, 1924 


Sept. 24, 1928 
Sept. 27, 1927 
June 7, 1909 
June 8, 1923 


Mar. 8, 1924 
Dee. 20, 1928 


June 7, 1909 
June 7, 1921 
Oct. 14, 1924 
June 6, 1927 
Apr. 2, 1909 
Oct. 14, 1909 


June 13, 1921 
Apr. 12, 1909 


May 28, 1929 
July 17, 1922 


W Barpwe.tt, C. M. Assistant Engineer, Missouri- 
Kansas-Texas R. R. Co., 2609 Grim St., Waco, Texas... 
W BarpweE.u, R. C. Supt. Water Supply, C. & O. R. R. Co., 
$211 Hanover Ave., Richmond, Va................... 
BarKER, J. R. Pacific Coast Manager, Neptune Meter Co. 
ers, N. 
APW Barnarp, W. & Barnard, 704 
Central Bldg., Los Angeles CHAM... 
W Barnes, GEORGE E. Fuller & McClintock, 170 Broadway, 
W Barnett, A. G. 337 Fond du Lac St., Waupun, Wis........ 
Barnett, C. P. Consulting Engineer, ene Virginia. . 
PW Barnnarp, P. Mgr., Mt. Carmel Public Utility Co., Mt. 
APW Barton, Harry. 58 Main St., Little Falls, N. J........... po 
W Bartow, Cot. Epwarp. Chemistry Dept., State Univ. of 
lowa, Iowa. City, 36.54 
W Reoryy GrorGe C. 847 Ellicott Square Bldg., Buffalo, 
BarrtuskKa, JAMES Supt. Water Dept., 288 Cleveland Ave., 
AW Rasy, G. iE Supt., Water & Light Commission, Fairmont, 
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W Bates, Ratpu D. State Dept.-of Health, 23 S. Pearl St., 


W Baron, Warren U. C. Chief Analyst, 528 S. Lang Ave., 
Bavupourn, Oscar, C.E. 71A St. James Street, Montreal, 
BavEREISEN, R. J. Well Contractor, 1002 Travis Bldg., San 


oratory, 164 W. Ridgewood Ave., ag N. J. 


Bayua, CHas. Superintendent Water Works, Box 536, 

Bayrtey, Epcgar A. Asst. Engr. Dept. of Water & Power, 
207 So. Broadway, Los Angeles, Calif.................. 


1643 E. 86th St., Chicago, Ill......................005. 

W Beat, R. B. Chemist, c/o Aluminum, Ltd., Bush Terminal 

PW Beam, R. D. Asst. Engr., Bureau of eoage ed Engineering & 
Inspection, State Board of Health, Raleigh, N.C...... 

W Bran, Etwoop L. Chemist, Providence Water Works, 19 
Redwing St., Providence, R. 

BEAN, ~ L. Civil Engineer, 1729 N. 19th St., Philadel- 


phia, 
Breck, Freveric E. J. G. White & Co., Inc., 37 Wall St., New 


P Becker, Cuartes H. Megr., Hydrant & Valve Department, 
R. D. Wood & Co., 400 Chestnut St., Philadelphia, Pa...’ 

W Beckett, Ricnoarp C. San. Engr., Delaware State Health 
Dept., 205 N. State St., Dover, Del................... 

P BecxwiT#, Homer E. Dist. Mgr., Pitometer Co., 2014 Mul- 

ArtHur S. Elsmere, New York.................... 
PW Beve tt, James, Supt., Water Works, 10 Croton Ave., Ossin- 


Beicuer, RicHarp. Prest. Water Co., Marysville, Cal...... 
PW Davin V. Water Companies, U. P. R. 
U. P. Coal Co. dg. Room 102, Rock nity ps Wyo... 

W Bett, H. K. Civil Engr., 372 Transylvania Park, Lexington, 


AP Bennett, Ricuarp. Supt. Water Dept., Tucson, Ariz....... 
Benton, L. J. Supt. Water & Light Dept., Fremont, N. C.. 
Berestrom, JoHN, C.E. Gotgatan 96, Stockholm, Sweden... 

W BernuaGceEn, LewisO. City Hall, Beaumont, Tex........... 


Feb. 10, 1921 
Apr. 9, 1909 
June 8, 1925 
Aug. 8, 1915 
Aug. 6, 1928 
June 30, 1926 
June 1, 1928 
Oct. 2, 1915 
June 6, 1927 
Nov. 7, 1928 
Apr. 6, 1928 
Dec. 29, 1913 
Apr. 20, 1915 
Aug. 25, 1927 
Sept. 27, 1924 


Apr. 8, 1929 
June 10, 1920 


May 12, 1908 


Jan. 26, 1928 
Sept. 12, 1922 


Oct. 27, 1925 
Feb. 28, 1925 


July 31, 1924 
Oct. 4, 1919 


May 14, 1909 
Jan. 16, 1924 
Feb. 28, 1928 
May 18, 1909 
Dec. 8, 1928 
May 17, 1928 
Apr. 29, 1929 
Dec. 8, 1923 


Dec. 20, 1928 
Mar. 6, 1917 


W 
W 
AP 
PW 
W Bauman, James A. Chemist, Analytical & Clinical Lab- 
W 
W Bayuts, R. Filtration Engr., Bureau of Engineering 
P BEEBE, 7 D. California Water Service Co., 308 So. Catalina 
Ave., Redondo Beach, 
W Beers, Witu1amMH., Jr. Box 116, Gatun, Canal Zone....... 
W Besson, F.M. Graver Corp., 808 Pacific Natl. Bank Bidg., 
W Beuroan, A. S. Chem. Dtr., International Filter Co., 333 
W. 25th Pl., Chicago, 
APW N. Mgr., Water Co., 221 S. 
Betygea, Cuas. L. Water Works Supt., 741 Queen St., East, 
APW Brats, Epwanp W. 332 S. Michigan St., Rm. 601, Chicago, 
PW Benenict, Sypney J. Asst. Engr., Bureau of Water, 211 City 
BENNETT, FRANK U. 7 _ Water Plant Mel- 
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W BERRINO, oS Ingeniero Civil, Paraguay 3690, Buenos 

W Berry AUBERT E. 235 Gainsborough Road, Toronto, Ont., 
BERRY ri a Am. W. W. & E. Co., 50 Broad St., New 

AP BERRYHILL, R. M. City Engineer, Tulare, Calif............. 
PW BessEvipvee, E.B. Sanitary Engineer, Dorr Company, Inc., 

Best, Oscar V. Asst. Supt., Water Dept., 1020 Martin St., 
PW Berres, Cuartes R. Long Island Water Corp., Far Rock- 

W Betz, L. Drew. Chem. Engr., W. H. & L. D. Betz, 3701 No. 

W Brees, Georae W., Jr. Chf. Engr. Amer. Water Works and 
Elect. Co., 60 Broad New Yorks Ne 

W BILLinGs, Ltoyp C. Supt. Filtn. Plant, 1247 Bemis St., 8. E., 
BineuaM, R. Supt., Water & Light Dept., Box 67, Moultrie, 
Bircu, Joseru W., Jr. Supt., Hempstead & Oyster Bay Water 

W Brrp, Byron. 1602 Second Ave., North, Fort Dodge, Iowa. . 

Birp, Cyrus R. The Pitometer Co., 4-120 General Motors 

W Brrpsa.t, Lewis I. General Chemical Co., 300 W. Adams 
&., Box 3; Obleage; ER... 
BIsER, D. Benton. Asst. C. E., Water Dept. City Hall, Balti- 
Bisuor, Guy H., C.E. Carolina Engineering Co., P. O. Box 
pee, iW. Supt., Ithaca Water Dept., City Hall, Ithaca, 
W Brack, A. P. Prof. of Chemistry, Univ. of Florida, Gaines- 
W ge mer B. Cons. Engr., Mutual Building, Kansas 


Back, G. 414N. Union Blvd., St. Louis, Mo....... 


PW BuacKweE.LpeER, C. D. Post Box 266, Greenville, 5. C........ 
Buain, CLaup Francis. Public Works Department, Sydney, 


Bair, Homer O. 1104 Pacific Ave., Pacific Savings Bldg., 
APW Buatr, T. J., "Jr. 16S. Main Ave. Weston, W. Va......... 
ee 8. R. Supt., Water & Light Plant, Dyersburg, 
Biancnarp, R. K., M.E. Neptune MeterCo., 50 East 42nd 
BLEISTEIN, Bernarp J. Asst. Engr., Dept. W. S., Gas & 
Elec., N. Y. C., 3322 Farragut Road, Brooklyn, N. Y.. 
W Wituram 8. Mech. Engr., 800° Marquette Bldg., 
BLevins, H. Mgr., Kentucky Utilities Co., Mt. 
W Buiew, MicuaEt James. Research Engineer, Bureau of Engr. 
‘Department of Public Works, E. Dept., Richmon 
St. & Wheatsheaf Lane, Philadel} hia 
mee, ae H. Supt. Norfolk Ci ity Water Dept., Nor- 
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Aug. 5, 1927 
June 21, 1920 


Apr. 20, 1923 
July 31, 1928 


Oct. 7, 1919 
July 14, 1928 
June 18, 1901 
Apr. 2, 1929 
June 2, 1916 
May 23, 1923 
Mar. 29, 1929 


June 14, 1929 
July 31, 1924 


Mar. 16, 1922 
June 24, 1913 
Sept. 27, 1923 
Sept. 26, 1921 
Apr. 30, 1928 
Apr. 18, 1929 
May 18, 1926 
Nov. 14, 1922 


Aug. 17, 1925 
Apr. 23, 1924 


Jan. 31, 1927 
June 19, 1919 
Apr. 26, 1918 
June 1, 1923 
Jan. 16, 1924 


Aug. 21, 1922 
May 12, 1914 
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APW Buiven, Geo. H. 310 Powers Bldg., Rochester, N. Y....... 
Buiven, Jesse A. Supt. New York Water Service Corp., 9002 

Ave., Woodhaven, N. 

Buiven, M. Harvey. Eastman Kodak Co. ., Kodak Park, 
APW Biomm, ArtHur W. P. Asst. San. Engr. State Dept. of 
Health, 2206 Walbrook Ave., Baltimore, Md.......... 
PW Buomatist, H. F. Supt. City Water Works, Cedar Rapids, 


ee a Engineer, 52 William St., New York, 
A Buivm, Louis D. Cert. Pub. Accountant, 110 E. 42nd St., New 
Ww BoanpMan, W.H. Civil Engr., 426 Walnut St., Philadelphia, 
Bopxin, J. T. St. Rag «°° Water Co., St. Joseph, Mo........ 
W Bocerrt, Cuton L Engineer, 30 30 Church St., 
APW Boxmann, Henry P. Supt. Water Works, Milwaukee, Wis. 
Bouton, JAMES R. 20 Gerald Ave. , Highland Park, Mich.. 
W Booker, WarrREN H. 1014 Queens Road, Charlotte, 
P Boorn, Georce W. 85 John St., New York, N. Y.. 
W Boots, L. M. Pres., Booth Chemical Co., P. O. Box 203, 
W Boors, Witi1aM Miter. Cons. Chem. Engr., 526 Univer- 
BorpEen, MoroM. 310 Lees Ave. , Collingswood, N. J........ 
W Borvurr, C. 8. State Water Survey Div., Chemistry Bldg., 
PW Boscu, Hersert M. Assistant Public Health Engineer, Mo. 
State Board of Health, Jefferson City, Mo............. 
APW Borten, H.H. Chief Engr. Washington Surv. & Rating Bur., 
P. O. Box 1818, Seattle, AY, 
W Bovarp, Pauvt F. California Filter Co., Inc., 981 Folsom St., 
W com oe Francis. Cons. Engr.,110 William St., New 
APW Bowen, C. ‘8. North Geelong, Victoria, Australia.......... 
BowENn, Epwarp R. Reaburn & Bowen, Cons. Engineers, 
1104 Central Bldg., Los Angeles, Calif................ 
Superintendent o Filtration, R. F. D., Den- 
W Bowers, Herpert L. Paige & Jones Chemical Co., 80 
APW Bowman, Apranam M. Supt. Public Utilities, Elmira, Ont. . 
W Bowngs, Sipney B. Civil Engineer, Mineola, 
W Boyce, Earnest. Chief Engineer & Director, Division of 
Water & Sewage, State Board of Health, Lawrence, 


Bara 3 J. Commissioner, 2 Municipal Bldg., 
Boye, Epwarp General Delivery, McAllen, Texas...... 
W Boy.es, Marvin M. Engr., Water & Sewer Dept., City Hall, 

W Boynton, Perkins. 624 Locust Ave., Clarksburg, W. Va.. 
W BRADBURY, Epwarp GatTLina. County Sanitary Engr. 
Court House, Columbus, 
W re J. F. Chf. Engr. & Bact., R. F. D.8, Valparaiso, 


Apr. 26, 1909 
Mar. 24, 1926 
Apr. 12, 1921 
Aug. 9, 1922 
May 13, 1917 
Apr. 9, 1906 
June 30, 1929 


Apr. 18, 1909 
ar. 19, 1924 


Jan. 19, 1924 
May 8, 1913 
Mar. 25, 1924 
July 21, 1911 
Feb. 2, 1924 
May 12, 1914 


June 8, 1909 
June 5, 1912 


June 17, 1925 
Sept. 30, 1929 
Jan. 16, 1924 
Aug. 12, 1926 


Feb. 9, 1920 
Feb. 28, 1929 


July 20, 1925 
Aug. 28, 1926 
Oct. 13, 1926 
Oct. 21, 1919 
May 28, 1924 
Apr. 13, 1926 


Mar. 16, 1922 
Apr. 12, 1916 


Sept. 26, 1921 
June 16, 1920 


June 16, 1919 


Feb. 10, 1921 
Oct. 14, 1922 


P 
W 
W 


PY 


AP 


AI 


W 
Pw 
= 
PW Braaa, Georce H. 445 Sutter St., San Francisco, Cal...... S| 
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BRAKENRIDGE, C, City Engineer, City Hall, Vancouver, 

W Branpis, Frep E. Supt., Municipal Water Works, Blaine 

PW Beavers, 7 C. Mgr., Water, Gas & Electric Depts., Dan- 
BREEN, Peter J. Supt. Water Works Dept., Calgary, Alberta, 


P BreitKrevtz, E. W. Asst. Engr., Pipe Const., Dept. of 
Water & Power, 410 Ducommun St., Los Angeles, Calif. . 

W Breirzxe, Cuartes F, 412 William St., Boonton, 
W Brenstey, AtBert A. c/oSuhr, Berryman, Peterson & Suhr, 
130 N. Wells St., Chicago, Ill.........0.scseseseseseeee 

W Brew, C.E. Supt. City Water Works, City Hall, Okiahoma 

W BrickenpDEN, F. M. Dist. Engr., Dept. of Pensions & Na- 
tional Health, 195 Chestnut St., Winnipeg, Man....... 

W Bricker, R. P. Pres., Shelby Water Co., Shelby, Ohio...... 
Bripeers, J.H. Mgr., Henderson Water Works, 108 W. Young 

W Britain, WM. Perry. Supt., City Water & Light Plant, West 
Brooks, JoHN N. 339 Bellevue Ave, Trenton, N. J......... 
Brooks, THomas. Supt. Domestic Distribution, Water De- 
partment, 2045 N. Catalina St., Los Angeles, Calif. ... 

PW Brossman, CHarues. Cons. Engr., 1010 Chamber of Com- 


Brower, I. C. City Manager, Lima, Ohio................... 
Brown, C. Artuur. Sanitary Engineer, West Erie Ave., 

Brown, C. D. Mgr. The Walkerville Water Co., Walker- 

Brown, CatvinS. The Belvedere. Toledo, Ohio............. 

W Brown, Pror. Carrot, University Engr. Dept., 
Brown, Epwarp. Supt. Water Works, Eau Claire, Wis...... 
W Brown, Horace A., C.E. Cons. Engr. and Supt. Water 

Brown, JaMEs. Supt., Water Works, 425 East Olive St., 

W Brown, Kennetu W. Sanitary Engineer, California Water 

Brown, RasseLas W. Supt. and Secty., Corry Water Supply 

APW Brown, W. C. Supt., San Dieguito Irrigation Dist., En- 

W Browne, Firorpy G. Supt. & Chemist, Sewage Treatment 
Works, 513 Delaware Ave., Marion, Ohio. ............. 


Bruce, Cuartes J. Supt., Evitts Creek Water Co., R. D. 3, 

Bruce, Jonn A. Consulting Engineer, Bankers Reserve 

W Brupen, C.0O. Wallace & Tiernan Co., Inc., 180 No. Wacker 

W Brumpavan, W. V. Tech. Rep., National Lime Assoc., 927 
coe, J.R., Jk. Commissioner of Public Works, Sarasota, 

APW Brusn, Freperick Cumnton. Mgr. Bound Brook Water 
Co., 519 Watchung Road, Bound Brook, N. J.......... 


Nov. 
Mar. 


Feb. 


Mar. 


Oct. 
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8, 1923 
13, 1925 
21, 1927 
16, 1927 
31, 1929 


June 7, 1910 


Mar. 


Aug. 


13, 1928 
1, 1923 


June 29, 1928 


Nov. 


19, 1915 


June 5, '923 


Nov. 


Feb. 


Sept. 


Apr. 


Apr. 


12, 1926 
24, 1912 


10, 1925 


7, 1916 
18, 1915 


June 27, 1905 


Oct. 


Mar. 


16, 1916 
15, 1882 


May 12, 1906 
Jan. 24, 1921 


May 7, 1919 
Sept. 12, 1922 


July 
Apr. 


11, 1927 
3, 1916 


June 11, 1928 
June 5, 1926 
June 22, 1929 


Oct. 


Mar. 
Mar. 
Apr. 


Jan. 


21, 1920 
6, 1929 
16, 1929 
11, 1928 
7, 1924 


|_| 
09 
21 
22 
17 
09 
| 
| 
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APW Brusu, Wm. W. Chief Engineer, Dept. Water Supply, Gas 
i Municipal Bldg., Rm. 2456, New York, 


& Water Co., Riverton, N. 

BuckEs, J. C. 
APW Buetit, Wm. C. Gen. Mgr., Millville Water Co., High 8t., 


Joun C. C.E., 74 Fairview Ave., Yonkers, 


W Butuarp, J. L. Supt., Water, Light & Power Plant, 
Drawer 598, Lexington, N. 

APW Boutiock, De Wirt H. An of Water System, 80 Walnut 

W Bunker, George Cyrus. P.O. Box 5035, Ancon, C. Z..... 


Buntina, P. G. R.D. Wood & Co., Box 11, Petersburg, Va. 
Buntina, 8. A., M. A., B. Se., Duncan, Stratton & Co., 5 


W Burcuarp, Epwin Day. Dist. Engr., U. 8. Geol. Survey, 
316 Jackson Bldg., Asheville, N. C.................... 

W Burpicx, Cuartes B. Hydraulic and Sanitary Engr., 1417 
Hartford Bldg., Chicago, 

APW ons. Engr.,568 East Broad St.,Columbus, 

Burnett, Muscor. Pres. Water Co., Paducah, Ky......... 
BurnuaM, Harry A. Eng. & Sp. mene, F. M. F. Ins. Co., 

68 Brookside Ave., Newtonville, Mass.................. 


Burnig, ArtHur N. Vice President & Treasurer, Beaver 
Valley Water Co., 1006—7th Ave., Beaver Falls, Pa.... 

AP Bort, Austin. City Engineer, Ontario, Calif............... 
Burt, Joun. Marin Municipal Water Works, 425 
Sth Ave., Gan Rafael, Cal... 

W Bort, L. B. National Lime Association, 927-15th St., N. W., 

W BusHne.i, Lyman S. Chief Chemist, Freeport Sulphur Co., 
BusTELo, Francisco. Engineer, Barquillo 14, Madrid, Spain.. 
W ee A.M. Chief, State Water Survey Divn., Urbana, 
Burz, Grorce W., Sr. 2301 Boulevard, Wilmington, Del.... 
Buzsy,J.S. Box 310, Burlington, N. 


W Capman, Rosert M. 244 Cambridge Ave., Red Bank, N. J. 
Capy, H.R. Mechanical Engr., Hackensack Water Co., 624 


Feb. 18, 191) 
June 17, 1926 
Apr. 29, 1926 
June 25, 1924 
May 26, 1927 
Jan. 28, 1926 


May 7, 1916 
Apr. 16, 1928 


June 17, 1926 
Feb. 20, 1924 
Mar. 25, 1924 
Mar. 30, 1920 
June 8, 1906 
Aug. 26, 1925 
Jan. 1, 1928 
Feb. 7, 1916 
Dec. 20, 1927 
Jan. 5, 1925 
July 18, 1907 


Apr. 27, 1911 
June 22, 1923 


June 16, 1920 


Mar. 22, 1916 
June 30, 1929 


May 20, 1920 
July 31, 1924 


Mar. 10, 1928 
May 31, 1928 


Mar. 20, 1916 
Nov. 20, 1923 
Sept. 30, 1919 
May 28, 1924 


June 22, 1929 


PH 


PV 


AP! 


BucHaNaNn, ALBERT Engr., Gartshore-Thomson 
Pipe & Fdy. Co. Ltd., Hamilton, Ont., Canada........ 
BucHaNnaNn, Epwarp Victor. Gen. Mgr., Public Utilities 
Comn., London, Ont., 

BucHANAN, Huan. Compania Consolidada de Aguas, Corri- ni 
entes del Rosario, Ltda., Rosario de Santa Fe, A. R...... 
BucHANAN, JoHN H. Prof. Sanitary Chemistry, Iowa State 
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June 4, 1912 
May 10, 1915 
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Apr. 9, 1913 
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Mar. 22, 1928 
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PW Cuapman, F. W. Supt. Water Works, Camden, 8. C........ 
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Apr. 
ay 


Jan. 
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o., 46 Cedar St., New York, N. Y..... .............. [EE 
W Crark, CHar.es M. Bank of Manhattan Co., Bridge Plaza, = 
Room 402, Long Island City, N. Y.................... Apr. 
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W Dorisy, C. EpMonp. Cons. Engr., 903 Republic 
APW Dorrance, Frank Youna. Divn. Engr., Montreal Water 
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Dranz, Brent 8. Consulting Engineer, 19 W. 4th St., 
Draper, Oscar C. Water Commissioner, N. W. Cor. 7th & 
Jackson Sts., Wilmington, Dela........................ 

W Druar, Joun F. Cons. Engr., 500-504 Globe Bldg., St. Paul, 


P Dup.ey, Houston M. 608 Subway Terminal Bldg., Los 

Dourry, James M. Village Engineer, Mamaroneck, N. Y..... 
Dueeer, Eveene F. Gen. Mgr., Newport News Waterworks 
Comn., Newport News, 

Duke, Tuomas A. Pres., Maysville Water Co., 207 Court St., 
DuMouun, W. L. Gnl. Supt., New Cornelia Copper Co., 

W Dunnam, H. F.,C.E. 32 West 40th St., New York, N. Y.... 
W Dunuam, Henry G. 920 Henry Street, Detroit, Mich....... 
W Dunn, Wm. Carzy. Supt. Mt. Hope Filter Plant, Box 541, 

PW Dunwoopy, J.S. Supt., Water Department, Erie, Pa........ 
W Dorsin, W.H.,C.E. Asst. Mgr. Terre Haute Water Works 
Co., 634 Cherry St., Terre Haute, Ind................. 

AP Doruanp, Smitu N. Cashier, Long Island Water Corp., 15 
John St., Far Rockaway, N. Y......0 

Dwyer, CornE.ivus. 18ChuctanundaSt., Amsterdam, N. Y.. 
Dwyer, Joun D. Chairman, Water & Sewer Board, 110 So. 
Border Road, Medford, 
Dyurxopp, F. G. Mgr., Dyhrkopp Co., 222} 


EaGan, Owen J. Water Commissioner, Somerset, Mass..... 

PW Earu, Hyd. Engr., Sewerage and Water Board, 
Water Purification Dept., New Orleans, La............ 

PW Eassy, Wituiam, Jr. Civil & Sanitary Engr., 1420 Chestnut 

EasTerpay, E.E. Assistant Division Engineer, Supply & 

sn Sec., Water Div., 4539 Arco Ave., St. Louis, 

W Eastwoop, Cuarutes H. San. Engr., 408 Hilderbrandt Bldg., 

PW Eastwoop, Joun THompson. Prin. Asst. Engr., Sewer & 
Water Bd., City Hall Annex, New Orleans. La........ 

Eckert, Atrrep. Supt. of Filtration, Saginaw Water Works, 

APW Eppy, Harrison P. Metcalf & Eddy, 1300 Statler Bldg., 

Eppy, Justus B. Engineer, Water Pipe Extension, 404 City 
Epwarps, V. P., New York Water Service Corp., 

W Eacert, E.G. Prin. Asst. State Sanitary Engr., Texas State 
Dept. of Health, Austin, Tex.........................> 

Eartnton, James T. Supt. Cortland Water Dept., 23 Court 

Ente, Cuester G. Chf. Dftsmn. & Distbn. Engr. Water 
Bureau, 211 City Hall, Portland, Ore..... .......... 

W Euters, V. M. Chief Sanitary Engr., Texas State Dept. of 
Enruart, C. L. Supt. Water Works, Council Bluffs, Iowa... 

W Exper, Atpert L. 128 Morgan St., Oberlin, Ohio........... 


June 28, 1924 
Jan. 27, 1926 


Nov. 18, 1919 
May 13, 1924 


Sept. 30, 1929 
June 6, 1922 


May 17, 1924 
June 30, 1929 
June 18, 1910 
Apr. 16, 1884 
June 16, 1925 


Nov. 12, 1919 
June 5, 1913 


May 23, 1923 


Jan. 29, 1914 
Apr. 11, 1914 


May 24, 1922 
Nov. 18, 1925 
June 6, 1927 
June 6, 1916 
Mar. 12, 1924 


May 29, 1926 
May 28, 1926 
May 24, 1909 
Oct. 14, 1929 
May 20, 1925 
June 21, 1926 
Apr. 2, 1914 
Oct. 18, 1927 
Apr. 10, 1926 
Mar. 21, 1923 
Oct. 18, 1927 


Apr. 30, 1919 
Sept. 18, 1928 


APV 


APW DryveNn, Francis H. City Engineer, Salisbury, Md....... P| 
V 
Al 
V 
| 
J 
V 
Al 
PI 
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Exprivce, H. D. Treas., Princeton Water Co., Princeton, 
N. J 


Euuiort, G. A. Chf, Engr., Spring Valley Water Co., 425 
Mason St., San Francisco, 

W Exuis, Herpert C. 8100 W. Warren Ave., Detroit, Mich... .. 


Corp., 785 Flatbush Ave., Brooklyn, N. Y.............. 
ELLWwoop, 


APW Ety, HowarpM. Superintendent WaterCo., Danville, Ill... . 
W Emerson, C.A., Jr. Fuller & McClintock, 804 Pennsylvania 


Bldg., 15th & Chestnut Sts., Philadelphia, RTT 

W ——— RANK. Engr. & Supt. of Public Wks., Melrose, 
Enanper, E. H. Engr., Distr. Public Service Co. of North- 
ern Ill., 75 W. Adams St., Chicago, Illl................. 

Enp, oa F. Civil Engineer, 360 Third St., Troy, 
W P.N. 333 W. 25th Place, Chicago, Ill. .............. 
W Encer, M. L. Prof. Mechanics and Hydraulics, Univ. of 

AP Eneu, Harry M. Mgr., Mutual Telephone Co., 
Mutual Telephone Bldg., Erie, Pa..................... 

W Enetanp, R. G., C.E. Fargo Engineering Co., 147 So. Me- 
chanic St., Jackson, 


PW Enatz, James W. Chemical Engr., 107 So. Clarendon Ave., 

W Enstow, L. H. The Chlorine Institute, Inc., 30 East 42nd 
St., New York, N. Y................ 
Erickson, Cuartes A. Supt.of Water Works, 622 East 
Main ‘St., Sparta, BRA. 
Erickson, D. i City Engineer, Lincoln, Nebr............. 

W Erickson, Wenpett J. Asst. Sanitarian, State Dept. of 
Health, 1552 Nott St., Schenectady, N. Y............. 

—— ao Hyd. Engr., 302 Union Bldg., San Diego, 


Evans, Cuartes. Supt. of Constr., 540 Haller St., Lima, O. 
W Evans, Epmunp Boyce. Sr. Chemist & Bacteriologist, Water 
Works, 1215 Elgin Pl., Mt. Adams, Cincinnati, Ohio... 

W Evans, G. Tavtor. Supt., Ohio Water Service Co., Struth- 
Everett, Cuester M. Hazen & Everett, 25 W. 43rd St., New 
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Apr. 14, 1916 
July 31, 1928 
May 15, 1918 
July 18, 1907 
July 27, 1926 
Apr. 22, 1929 
Sept. 23, 1924 


June 9, 1920 
Oct. 21, 1919 


Oct. 10, 1927 
July 18, 1907 
June 19, 1929 
Feb. 8, 1928 


Feb. 2, 1916 
June 8, 1909 


May 12, 1908 
Nov. 12, 1919 
June 27, 1922 


Jan. 19, 1926 
June 12, 1919 


Mar. 11, 1915 
Mar. 25, 1916 
Sept. 2, 1914 
Sept. 4, 1923 
Aug. 16, 1918 


July 30, 1925 
June 30, 1924 


Jan. 19, 1924 
Oct. 11, 1923 


Mar. 1, 1924 
May 26, 1923 


Jan. 27, 1927 
Apr. 6, 1928 
May 10, 1915 


|| 
C. Pres., California Water Service Corp., 
Evus, J. G. Supt. | ater | | 
W Exvus, Luxe. Serv. Engr., Pub. Serv. Comm. of Md., 1722 
Munsey Bldg., Baltimore, 
AP Enis, N. Valtn. Engr. City Attorney’s Office, 453 
City Hall, San Francisco, Calif.....................04. 
W W. 1310 West 112th Street, Cleveland, Ohio. 
Extiswortu, Frep D. Local Mgr., Calif. Water Serv. Co., 132 
Main St., Petaluma, 
P a Harry. Supt. Water and Light Dept., Mead- 
A — H. T. Asst. Sect. & Treas., New York Water Ser. 
W Extrop, HenryE. Cons. Engr., 316 Petroleum Bldg., Houston, 
Esty, — W. Supt., Water Works, 17 Hobart St., Danvers, a 
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Everett, Jasper W. Mgr., York Shore Water Co., York 

Wituis Evernes. P. 0. Box 188, San Rafael, 
APW Ewina, fae. Hunter Dist. Water Sup. and Sew. Bd., New- 

W Ewry, Ray C. Mech. Engr., Board of Water Supply, Mu- 
‘nicipal Bldg., Rm. 2200, Mew 

Ermer, Herman H. City Engineer, Saginaw, Mich....... 


W Fagcer, E. P. Dearborn Chem. Co., 310 So. Michigan Ave., 

APW Farr, Gorpon Maskew. Assoc. Prof. of San. Engineering, 
Harvard University, 112 Pierce Hall, Cambridge, 


W Farroute, Freperic B. Civil & Water Works Supt., 
W Fates, AtMon L. Metcalf & 1300 Statler Bldg., 

W Farmer, J. B. Water Supt., Murfreesboro, Tenn............ 
FarQuHARSON, ALEX. L. Mgr. — Public Utilities, Vic- 


PW FarRELL, James W. D. Supt. Water Works, 3025 Rae St., 

FarrE.L, L. L. t. East Bay Water Co., 512 Sixteenth 
FARRELL, Tuomas S. 1054 Kenneth Dr., Rocky River Br., 

Supt. Springbrook Water Co., Hudson Falls, 
Favuixner, A. T. Mgr. Water Works Co., 56 Park 

Freppe, W. C. Chemist, P. O. Box 126, Ancon, C. Z......... 
APW Faeney, A. J. Asst. Engr. «& Supt. Water Dept., Wilming- 


Frist, Martin. Supt. Machinery Equipment, Water Works, 
Dayton’s Bluff, Station B. 4., St. Paul, Minn.......... 

A Feurx, Greorce H. 138 N. Ninth re Reading, Pa........... 
Fevi, HenryF. En ge D. F. MacNamee & Co., Inc., 
232 Huguenot St., New Rochelle, ING 

PW FEn«KELL, Georce H. . and Gen. Mer., Board of Water 
Commissioners, 735 andolph St., Detroit, Mich....... 

Jr. 50 No. Clinton Ave., Bay Shore, 


W Fereouson, G. H., B.A.Sc. Chief Engr., Dept. of Health, 

PW Fereuson, Harry Foster. Chf. Eng., State Dept. of 
Health, Springfield, 
FERGUSON, Joun B., C.E. Hagerstown, Md................. 


Ferris, T. 'E. Chrmn. Wtr. Comnrs., Niagara Falls, Ont., Can. 
W Fewer, J. H. Superintendent, "Water Dept., Jackson 


ental aad H. J. Supt. Water & Light, City Hall, Topeka, 
Survey, 509 Federal Office Bldg., Minneapolis, Minn.. 


W Fievp, Freperick E. Engr. Water Bd., 135 Ballantyne 
Ave., Montreal, West, P. Q., 
Freip, H . Supt. Water Dept., ’Greenfield, 


May 5, 1922 
Dec. 29, 1913 
Nov. 5, 1913 
Apr. 4, 1924 
June 4, 1912 
Aug. 5, 1920 


Jan. 26, 192% 
Aug. 11, 1927 


Feb. 26, 1921 
Jan. 31, 1929 


Mar. 8, 1924 
Feb. 23, 1920 
Sept. 21, 1922 
June 7, 1921 
July 12, 1922 


Jan. 23, 1929 
Jan. 30, 1929 


Apr. 30, 1919 


May 13, 1919 
Sept. 7, 1893 


Nov. 9, 1928 
June 21, 1920 
Nov. 5, 1927 
Mar. 19, 1925 
Nov. 9, 1914 
Feb. 10, 192 
June 17, 1926 
June 30, 1929 
Jan. 8, 1929 


June 21, 1920 
June 5, 1929 


AP¥ 


A 


V 
J 
Pl 
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APW Fietp, WituaM T. C. E., Pres. The William T. Field Engrs. 


W Fincu, Ronatp M. Wallace & Tiernan Co., Inc., 240 So. 4th 
St., Rm. F, Minneapolis, Minn... 

Finpuay, R. E. Sect.-Treas., Board of Water Commissioners, 
City Hall) Mates; 

W Fink, G. J. Director of Research, Chicago Chemical Co., 
6216 W. 66th Place, Chicago, 

Finxte, F. C. Consulting Hydraulic 717-721 
American Bank Building, Los Angeles, Calif........... 

APW Finneran, Geo. H. Supt. Water Service, 710 Albany Ave., 

PW Fiscuer, Frep J. Chief Mechanical Engineer, Dept. of Water 
& Power, 207 So. Broadway, Los Angeles, Calif........ 

W Fisuer, E. A. Consulting Engineer, Rochester, N. Y........ 
Fisuer, L. A. P. O. Box 198, Concord, N. C................ 

W Fisutein, Max. 4534 Osage Ave., Philadelphia, Pa.......... 
FitzGeraLp, Geratp C. Civil & Hyar. Engr., 216-220 Rowan 


PW Firzaeratp, Howarp. Col. Ward Pumping Station, 32 
North Deive,: Buffalo, Ma: chs 

Fiaa, [nawatp E. Asst. Engr., Spring Valley Water Co., 
425 Mason St., San Francisco, Calif................... 

Fiack, Horace E. Executive, Dept. Legislative Reference 


City Hall; Baltimote,: Mid: ds 
W Fiap, Epwarp. 1312 Chemical Bldg., St. Louis, Mo....... 
P Fuannery, Wituiam. M. E., Dept., 8. G. & E., N. Y., 313 


W Fietcuer, Atrrep H. San Engr., City Health Dept., 


W ro Hersert B. Director, Div. Water & Sewage, State 


ForEMAN, CHartes S. Gen. Supt., Smith Bros., Inc., 600 
Walsix Building, Kansas City, 

W Foreman, MerteS. Biologist, Calif . State Board of Health, 
2208 Derby St., Berkeley, 

PW ForsBERG, Ote. Chemist, Oliver Iron Mining Co., Hibbing, 
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Apr. 27, 1910 
Apr. 23, 1924 


ar. 19, 1924 
Feb. 7, 1922 
May 26, 1925 
Apr. 22, 1929 
Apr. 8, 1924 
June 24, 1912 
Feb. 18, 1921 
Sept. 30, 1929 
June 4, 1912 
Dee. 29; 1927 
Apr. 16, 1929 
Apr. 20, 1923 
May 14, 1915 


June 16, 1919 
July 23, 1919 


May 9, 1921 


May 17, 1927 
Apr. 14, 1915 


Mar. 27, 1926 
Dec. 20, 1927 
July 10, 1906 
Jan. 6, 1927 
May 28, 1924 
Aug. 1, 1923 


Jan. 26, 1924 


Mar. 14, 1921 
une 9, 1919 


June 17, 1926 
Dec. 23, 1921 


W Fietps, F. V. Supt., Water & Light Dept., Mooresville, N.C... 
13 FirietD, Gitpert H. Asst. Engr., Board of Water Supply, 
13 Furpy, E. L. Chf. San. Engr., State Board of Health, Jack- 
24 
(2 
0 
7 
| 
| 
| 
| 
Park Fiace, Brooklyn, N. io 
W Fiemine, Joun D. Asst. Chem. Engr., Water Divn., 34 E. 
FLEMING, VIRGIL R. 204 Lab. App. Mech., Urbana, Ill....... 
W Fientsz, Martin E. Community Water Service Co., 702-05 
W Fotwe tu, A. Prescott. 7 Erwin Park, Montclair, N. J.... 
Foorr, A. J. Hillside Arcade, Larchmont, N. Y............ 
PW Forp, J.W. Engr. San Jose Water Works, 374 W. Santa Clara 
June 21, 1920 | 
Jan. 17, 1928 
APW ee Cuarues. Cons. Engr., 512 Selwood Bldg., Duluth, 
W Foutk, C. W. Professor of Analytical Chemistry, Ohio State 
University, Columbus, Ohio.... 
W Fou.ks, Joun A. Cons. Engr., 20 Beaver St., Newark, N. J. 
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APW Foutz, Cuartes C. Supt., Laporte Water Works, 212 Hol- 
Le. Porte, Ind... /...4 sae Feb. 23, 1926 
W Fowter, Epwarp A. Asst. Engr., 207 Sewerage & Water r 
Board Bldg., New Orleans, La....................0.00+ Apr. 27, 1910 
APW Fox, Cuarutzs L. Asst. Supt., Pennsylvania Water Co., 712 
South Avenue, Wilkinsburg, Pa........................ June 4, 1912 
W Fox, Paut 8. San. 0 Bur. of Pub. Health, P. O. Box 
Francut, Eminio. Ing., Franchi Gregorini Company, S. 
Eustacchio, 4, Brescia, 25, Italy....................... June 6, 1927 
W Fraszr, Sam D. Superintendent ater Works, Carlsbad, i 
W Freesurn, H. M. District Engineer, Penna. Dept. of i 
Health Cloverly Apts., 437 West School Lane, German- Wi 
gciblind May 5, 1922 PH 
Freer, W. D. American Water Works & Elec. Co., 50 Broad I 
W Frencu, D. W. 159 Lydecker St., Englewood, N. J......... May 29, 1895 W 
W Frencu, Duptey K. Chemist, 1029 W. 35th St., Chicago, 
Frencu, E. V.,M.E. 185 Franklin St., Boston, Mass........ July 10, 1906 
W Fretrer, A. H. Supt., Water Works, 603 S. Broadway, 
Fricker, Emits. Asst. to Mgr., Hackensack Water Com- 
pany, 624 Park Ave., Weehawken, N. J................ Mar. 13, 1925 W 
APW Frisgt, Francis 8. Civil & Sanitary Engineer, Albright & W 
Mebus, 112 8. Easton Road, Glenside, Pa.............. Mar. 22, 1926 
Frienp, R.O. 5000 East End Ave., Hyde Park Sta., Chicago, 
Mar. 10, 1928 PW 
Frisk, Paut W. Chemist, American Enka Corp., P. O., Box 
1469, Asheville, N. ute Mar. 13, 1929 
W Fritz, Witt1am G. Contractor, West Orange, N. J.......... May 28, 1924 W 
W Frye, 8.M. Supt. of Filtration, Rome, Ga................. Apr. 12, 1929 W 
W Fuixman, Joun A. 1700 Engineering Bldg., Wacker Dr. & 
DAPW Foutier, Georce W. Cons. Engr., 170 Broadway, New York, PW 
W Fuuuer, W. A. Cons. Engr., 2916 Shenandoah Ave., St. DPW 
W Furman, Rosert W. Chf. Chemist, Water Purification W 
Works, 1443 Kenyon Drive, Toledo, Cnbei.... FR May 25, 1922 
Gasy, Freperick A. Chf. Engr., Hydro-Electric Power Com. 
of Ont., 190 University Ave., Toronto, Ont., Canada..... Feb. 8, 1916 
W Gacue, Evtocio M. Chemist & Bacteriologist, Compania W 
Aguas Corrientes, Rosario de Santa Fe, Argentine..... Mar. 27, 1925 
P Garrney, C. J. Manager Meter Repairs, 299 Myrtle Ave., APW 
APW Gaagz, StepHen Dem. 310 State House, Providence, R. I... Apr. 27, 1925 
Gattuarp,G. Y. Pres., New Haven Water Co., 100 Crown St., W 
; Gainey, W.H. Supt. Water Works, Valdosta, Ga.......... Mar. 29, 1929 W 
W Gatuacuer, H. A. Mer. Water Co., Independence, Mo...... June 8, 1909 
PW Gauuaner, Witit1aM U. 411 S. Madison Ave., La Grange, W 
APW Gannett, Faruey. President, Gannett, Seelye & Fleming, W 
Engrs., 204 Locust St., !i*rrisburg, Pa................. Nov. 29, 1919 
W Garman, H. 0. Consulting Ex; iueer, 2062 N. Meridian St., 
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Garst, Harvey O. Prof. of Civil Engineering, New Mexico 
College of A. & M. Arts, State College, N. M.......... 

W Gascorene, Georce B. Consulting Sanitary Engr., 1149 
Leader Bldg., Cleveland, 

Gates, H. V. Prest., Hillsboro Power & Invest. Co., Hills- 

Gavt, J. V. Local Manager, Port Costa Station, California 
Water Service Co., Box 867, Martinez, a ys. 

W Gaunt, Percy. Chief Sanitation Chemist, Shanghai Munici- 
pal Council, Shanghai, 

W Gausmann, R. W. Ulen & Company, No. 8 Caragheorghi 

W GavetT, Weston. Analyst, 312 W. 5th St., Plainfield, N. J.... 
W Gayton, L. D. City Engineer, 402 City Hall, Chicago, Ill... 
PW Gear, Patrick. Supt. Water Dept., Holyoke, Mass.......... 
P Grenan, Epwarp A. American Water Works & Elec. Co., 
50 Broad St., New York, N. Y.............ccceccceeees 

lb nant W. R. Supt. Water Works Commission, Quincy, 
W Georaia, FrepericK Raymonp. Rollins College, Winter 


Gerarpy, MauricEH. 176E. Jefferson Ave., Detroit, Mich... 


W Gipron, ABRAHAM, C. E. Mgr., Metropolitan Water Dis- 


becom Henry T. Supt. Fairhaven Water Co., Fairhaven, 

Griesey, Jesse K. 130 No. First St., Rockford, Ill.......... 
W Giucreas, F. Wevuineton. 66 Elmore St., Newton Centre, 


Tulsa, O 
GITCHELL, H. M. Supt. Water Works, Binghamton, N. Y.... 

W Gace, Ivan M._ Dist. Engr., Penna. Dept. of Health, 22 So. 
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Feb. 16, 1929 
June 16, 1920 
June 7, 1904 
May 11, 1927 
Sept. 12, 1922 
Mar. 12, 1924 
Nov. 10, 1914 
Oct. 9, 1924 
June 24, 1913 
Feb. 6, 1924 
May 7, 1907 


May 16, 1919 
Mar. 16, 1922 


Apr. 12, 1929 
Dec. 13, 1926 
Feb. 10, 1926 
Dec. 24, 1925 


May 25, 1926 
June 8, 1921 


Nov. 28, 1922 
Nov. 9, 1922 


July 19, 1928 
May 1, 1922 
June 8, 1909 


May 23, 1923 
Sept. 30, 1919 


Apr. 4, 1924 
May 25, 1922 


Apr. 24, 1920 
Mar. 13, 1928 
June 10, 1911 


Sept. 7. 1926 
May 7, 1924 


Nov. 30, 1921 


GERBER, WINFRED D. Engineer, State | | | 
Room 57, Chemistry Bldg., Urbana, Ill................ 
W Geruart, Rosert W. Box R., Beverly Hills, 
W GERIN Maurice, M.S. Sales Engineer, Canadian Fairbanks- 
Morse Co., Ltd., 84 Saint Antonie St., Montreal, Que., 
PW Gerstein, H. H. 8140 Drexel Ave., Chicago, Ill............ ) 
GERTSEN, Gustav. Supt. Municipal Water Works, St. Helena, 
W Gerrrost, J.S. Supt. Akron Filt. Plant., Kent, O........... 
W Geupet, L. A. Ulen & Company, Eleja Ujadowskie, 37 
Gispons, Mortimer M. Box 162, Rahway, N. J............ 
PW Gisss, Cart C. Supt. Glencoe Water Plant, 611 Rosemary 
DPW Gipson, James E. Manager & Engr., Water Dept., 14 George 
on, Supt: Water Works, Newburgh, 
APW Gitcrist, B. Water Works, Newburgh, N. Y.. 
W Giuxison, Grorce F., M.D. Supt. Filtration Water Dept., 
5256 Brookwood Road, Kansas City, Mo............... 
W Gitt, C. 8., Supt., Carbondale Municipal Water Works, 206 
W. Main St., Carbondale, Tl... 
W Gittespiz, C.G. Director, State Bd. Hith., Bur. San. Engr., 
Box 2085, Route 3, airy 4 Ter., Oakland, Calif...... 
W Joun Engineer, 910 Fayette Bank Bldg., Lexing- 
W Ginter, Roy L. Tulsa Laboratories, Inc., 312 Richards Bldg., 


50 ACTIVE MEMBERS 


GLANNAN, Peter Hueu. Supt. Commonwealth Water Co., 
W. O. Div., 22 Northfield Rd., West Orange, N. J..... 
Guiynne, Harry N. 1676 Whitney Ave., New Haven, Conn.. 
Gosue, W. F. 7 South First St., Alhambra, Calif..’........ 
W Goprroy, F.G. Supt. Water & Light Plant, New Bern, N.C.. 
W Goupsmira, Ciarence. Natl. Bd. Fire Underwriters, 222 W. 
Adams St., Rooms 929-65, Chicago, IIll................ 

W GoterR, GEorGE W., M.D. Health Officer, Health Bureau, 

W Goocu, W. T. 808 Speight Avenue, Waco, Texas............ 
W Goon, Timotay W. Supt. Water Works, Cambridge, Mass... . 
GoopaLe, Leon A. Water Commissioner & Registrar, Room 
19, City Hall, Worcester, Mass.......................-. 

W Goopvet., J. E. Chemist, 444 Woolworth Bldg., Lancaster, 


W Goopnoveu, X. Henry. Chief Engr. Dept. of Public Health, 
Room 141, State House, Boston, Mass................. 


PW Grar, Avaust V. Chemical Engineer, St. Louis Water 
Works, 3848 Flad Ave., St. Louis, Mo.................. 

APW Granam, James W. 16 Casco St., Portland, Maine.......... 
APW Gram, ANDREw L. California Water Service Co., Redondo 

AP Grant, J. W., Jr. Auditor, Water Dept., 220 Beach Place, 


W Grant, L. Murray. Sales Engr., J. M. Colman Co., 5612 
Greenwood Ave., Seattle, Wash....................... 

APW Grant, W. K. Municipal Engineer, Louisiana Fire Preven- 
+ og Bureau, 619 Hibernia Bank Bldg., New Orleans, 


PW Gray, WituiamM J. Supt. & C.E., ~ a City Water Co., 


Post. Box 292, Springfield, Mo.......................5. 

W Greetey, SaMvEL #6 N. Michigan Ave., Rm. 1710, 

AP Green, E.W. Sect., San Jose Water Works, 374 W. Santa 


W Green, F. W. Supt. Filtration & Pumping, Passaic Consoli- 
dated Water Co., Little Falla, N. J..........0..6...... 
W Green, Paut Evans. Civil & Sanitary Engineer, 400 N. 
Michigan Ave., Chicago, 
W Green, T.C. City Filtration Plant, Austin, Texas......... 


June 8, 1921 
Aug. 12, 1922 
June 17, 1926 
May 17, 1923 
Dee. 27, 1915 
Jan. 12, 1928 
Apr. 29, 1925 
Feb. 7, 1920 
Mar. 13, 1929 
Apr. 4, 1924 


Feb. 2, 1924 
June 8, 1921 


Mar. 10, 1927 
Mar. 30, 1910 
Mar. 25, 1924 
June 30, 1929 


May 8, 1929 
May 13, 1924 


Apr. 30, 1918 


Feb. 6, 1924 


June 15, 1914 
June 4, 1912 


Jan. 26, 1928 
June 19, 1929 
Feb. 5, 1927 


May 12, 1925 
Jan. 31, 1927 
Apr. 23, 1924 
July 11, 1907 
Oct. 27, 1925 
Dec. 22, 1915 


Apr. 14, 1915 
Apr. 27, 1925 


PW 


| 
= 
W 
W 
AF 
W Gorpon, F.G. Monadnock Bldg., Chicago, Ill.............. 
Gorpon, L.O. Mgr. Operations & Engineering, — Light 
& Power Corp., 27 William St., New York, N. Y.......... 
W Gore, Wiuuram. Cons. Engr., Confederation Life Bldg., 
DW Gorman, Artuur E. Wallace & Tiernan Co. Inc., Sales 
Promotion Dept., 562 Park Ave., East Orange, N. J... 
AP Gorman, F. H. Comptroller, National Water Works Corp., 
11 Broadway, New York, N. Y......................-. 
Gorman, Ricuarp C., Jr. Asst. Engr. State Dept. of Health, 
922 City Centre Bldg., Philadelphia, Pa............... 
W Gostav, Justus. Cedar Grove, N. Al 
W Goupey, Ray F. Resident Engr., State Dept. of Health, 
823 Sun Finance Bldg., Los Angeles, Calif............. [x i 
W Goutp, Ricuarp H. Chief Engr., Ward’s Island Sewage 
Treatment Works, Room 2124 Municipal Bldg., New 
Gray, A. C. Gray Artesian Well Co., 28 Grant Street, St. 
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PW GreenFIELD, R. E. Chemist, A. E. Staley Mfg. Co., 1002 W. 


GREENLEE, J. L. Engineer, Asst. to Superintendent, Char- 
lotte Water Works, Charlotte, 

W Greer, Frank E. 5454 Kimbark Ave., Chicago, IIl......... 
W Greer, Wituarp N. Research Chemist, Leeds & Northrup 
Co., 4901 Stenton Ave., Philadelphia, Pa.............. 


W Grecory, Jonn Herpert. Cons. Engr., Prof. Civ. & San. 
Eng., The Johns Hopkins Univ., Baltimore, Md........ 

Greic, Witt1AM B. Municipal Engr., Point Grey, B. C., 5851 
West Boulevard, Vancouver, B. 


AP Grirrin, H. K. Div. Mgr., California Water Service Co., 


GrirFin, Joann H. Supt. Water Works, Trinidad, Colo...... 
Gate, G. Supt., The Frankfort Water bo., Frank- 

W Grirrirus, JaMes G. Supt., Kensington Water Co., Box 
W Grime, Epwin M. Engineer of Water Service, Northern Pa- 
cific Railway, St. Paul, Minn.....................0.85- 
W Grimes, Epwin L. * e J. B. McCrary Eng. Corp., 798 
Vedado Way, N. E., Atlanta, Ga...................24. 
W Grimmer, ALLAN K. Town Engineer, Riordon Co., Limited, 
Temiskaming, Que., 


GriswoLp, Harotp W. Deputy Chief Engr., Board of Water 
Commissioners, 1026 Main St., Hartford, Conn......... 

AP GrospBEL, DANreEL CorneE.ivs. Sect., Board of Water Com- 
missioners, 735 Randolph St., Detroit, Mich........... 

W Grownicer, C. Cons. San. Engr., 503 Franklin 

Groner, B.C. 4300 W. Lake St., Chicago, Ill.............- 
Gross, C.P. Mgr., Water & Electric Department, Box 87, Wis- 
Gross, Dwieut D. Board of Water Commissioners, Box 
Grotz, Witt1aM H. Extension Dept., Bureau of Water, 50 
GRUETZMACHER, CLARENCE S. 2108-26th St., Milwaukee, Wis.. 
GuinEy, Epwarp J. Water Commissioner of Somerset, Box 
GUNTER, ne. State Geologist, P. O. Box 495, Tallahas- 
G. 5119 Greene St., Germantown, Philadel- 
Gwitum, E.C. City Engineer, Box 130, Sheridan, Wyo.... 


W HaperMeyer, George Conrap. Civil & Sanitary Engr., 
HaBESHIAN, YERANOS B. Chemist, Filtration Plant, W. 32nd 

& Division Ave., Cleveland, Ohio...................... 
Hacker, A. C., Sales Mgr., Grinnell Co., 520 Mateo St., Los 
Haatns, C. E. 314 Luzerne St., Westmont, Johnstown, Pa. . 
Haun, Watter G. Local Manager, Illinois Power & Light 

W Hats, Frank E., Pa.D. Director of Laboratories, Mt. Pros- 
pect Laboratory, Brooklyn, N. Y...................04: 


June 17, 1926 
Sept. 23, 1927 


Apr. 29, 1926 
Apr. 1, 1910 
June 11, 1928 
June 14, 1920 


Sept. 26, 1927 
May 20, 1929 


Mar. 27, 1925 
Oct. 31, 1924 
July 10, 1926 
Feb. 23, 1920 
June 2, 1920 
June 12, 1929 
Oct. 17, 1920 
May 8, 1922 
Oct. 11, 1923 
July 31, 1924 
July 29, 1925 


June 8, 1921 
June 5, 1920 


June 6, 1927 
May 11, 1928 
Mar. 6, 1928 
Apr. 14, 1915 
Sept. 28, 1926 


Oct. 31, 1929 
Sept. 7, 1926 


Mar. 31, 1928 
May 12, 1908 


51 
Nov. 22, 1926 
} 
| 
W Gaeirrry, H. A. gr. ater Dept., City Hall, Janesville, 
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Ww _—— Epwin. Cons. Engr., 1509 Jackson Blvd., Chicago, 


W Hannan, FRANK. Chemist, Filtration Plant, 285 Willow 
venue, Toronto-8, Ont., 

W Hansen, A E. yd. and San. Engr., 116 W. 39th St., New 

Hansen, J. C. Water Works Trustee, 551 West Broadway, 


APW Hansen, Pavut. Pearse ag * & Hansen, 6 N. Michigan 


P Harcetr, Atsert E. Supt., Glasgow Public Service Co., 
Glasgow, K 

Harnisu, C. P. Civil Engr., 1140 Western Pacific Bldg., Los 


PW Harris, Howarp A. Asst. Engr. California Water Service 
Co., 412 Hunter-Dulin Bldg., San Francisco. Cal....... 

APW — R. x Commissioner of Works, City Hall, Toronto, 

Harris, Sairtey W. Mgr., McWane Cast Iron Pipe Co., Rm. 


Oct. 31, 1929 
Jan. 21, 1927 


June 21, 1920 
Mar. 26, 1923 


May 8, 1915 
May 23, 1925 
Sept. 22, 1925 
July 18, 1901 
Sept. 30, 1929 
Apr. 30, 1928 
Jan. 2, 1924 
June 24, 1914 
Nov. 12, 1919 
Dec. 13, 1927 
Mar. 13, 1925 
June 9, 1920 


July 30, 1921 


Dec. 31, 1917 © 


Feb. 27, 1924 
June 4, 1912 
Oct. 16, 1924 
Dec. 4, 1920 
Nov. 10, 1925 
Oct 10, 1912 
June 6, 1922 


May 12, 1908 
Mar. 25, 1929 
Aug. 8, 1929 
Aug. 19, 1914 
Aug. 15, 1927 
May 12, 1914 
Feb. 17, 1927 


API 


PV 


APV 


Havey, F.W. Asst. Engr., with F. A. Barbour, Hyd. & San. = 
Engr., 1119 Tremont Bldg., Boston, Mass.............. 
Haut, Arruur J. Bacteriologist & Plant Supt., 316 W. Pros- PI 
Haut, H. F. Chf. Engr., Water Works Dept., Northern Apts., 
Haut, H. G. Supt. Pub. Util. Comn., Ingersol, Ont., Can.. 
Haut, Harry R. Dpty. Chf. Engr., Washington Suburban 
Sanitary District, Hyattsville, Md..................... 
W Hatt, Joun W. City Engineer, Miles City, Mont........... 
PW Hatt, Rotanp B. 705 Myrtle St, N. E., Atlanta, Ga....... = 
AW er ae  evaanas F. A. P. Smith Mfg. Co., East Orange, 
APW Hamitton, James F. Waukesha Water 
Works Department, Waukesha, Wisc................... { 
Hamittron, Kennetu. 57 Hamilton Heath, Tampa, Fla..... 
HaMMERLY, Frep V. 536 Call Bldg., San Francisco, Calif.... y 
W Hammonp, W. H. Supt., Lindsay Water Works, Lindsay, 
Hantey, J.D. Engr. & Contractor, Ist & Cedar Sts., Kelso, ¥ 
Haney, Joun P. Inspector Water Service, Water Dept. IIl. 
Central R. R. Co. I. C. Sta., Chicago, Ill.............. 
AP Hanna, Davin McLean. Service Supt. Cit Hall, Windsor 
AW 
ARDER, i. C. Sect., American Bauxite Co., arrison 
Ww J. Civ. & San. Engr., 129 Market St., Paterson, 
PW Harpin, Engineering Divison, Warren 
Mgr., 1105 Paulsen Building, Spokane, 
W Haropine, James C., Jr., C.E. 11 Park Place, New York. 
W Harpy, Epwarp Dawa. Asst. Engr., United States En- 
gineer’s Office, Navy Dept. Bldg., Room 1716, Washing- ‘ 
V 
Al 
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Hartmann, F. W. National Meter Co., 1455 W. Congress 

PW HartweE.., Ouiver W. Dist. Engr., U. 8. Geological Survey, 

O. Commissioner of Public Works, Greenwood, 


W Hasxrns, Capt. Cuas A. Consulting Engineer, 517 Finance 


W Hatcu, Donatp M. 610 Wildwood Ave,. Jackson, Mich..... . 
PW HarrieEup, WILLIAM DuRRELL. Sewage Disposal Plant, Sani- 
tary District of Decatur, Decatur, Ill.................. 

Haupt, B. W. Secty., Roaring Creek and Bear Gap Wtr. Cos., 

AW Havens, WituiamM L. Associate, Geo. B. Gascoigne, 1149 
Leader Bldg., Cleveland, 

Havitt, Harotp THomas. Asst. Engr., Dept. Wtr. Sup. N. 


Y. C., 51 North St., Mt. Vernon, N. Y............0+0 
W Hawkins, Horace C. Supt., Municipal Water Plant, Oska- 


W Hawuey, Geo. W. Engr. in Charge, Water Supply Investi- 
= & Construction, East Bay Water Co., Oakland, 


W Heater, R. O. Pres., Heater Well Drilling Co., Inc., 118 
East Martin St., Raleigh, N. C................2..eees 

W Hearn, Ray. 30 Corindale Ave., Toronto 12, Ont........... 
AP Hesprine, A. W. Supt. Wauwatosa Water Works, 292 Ken- 


Jan. 30, 1924 
Apr. 16, 1914 
June 28, 1924 
Apr. 30, 1929 
July 20, 1925 
Jan. 24, 1928 
Oct. 31, 1929 
July 10, 1929 
June 19, 1924 
May’ 16; 1920 
Jan. 31, 1917 
Mar. 16, 1922 
June 5, 1926 
June 11, 1902 
Nov. 4, 1926 
June 21; 1920 
June 1, 1923 
Apr. 27, 1910 
June 30, 1929 


Feb. 17, 1919 
Oct. 31, 1922 


Oct. 6, 1915 


May 27, 1896 
Nov. 1, 1914 


May 28, 1924 
July 18, 1907 


Dec. 29, 1924 
June 26, 1924 


Sept. 8, 1923 


53 
Harrison, Ronaup. B. A. Se., Engr. & Supt. Scarboro 
a Township. Water Works, Birch Cliff P. O., Toronto, 
PW Harrvs, &. Nevson. 705 Fourth & First National Bank 
HarsHBARGER, ELMER Dwiaut. Pres., Pitt Construction Co., 
239 Gladstone Rd., Squirrel Hill Sta., Pittsburgh, Pa... 
HartMaNn, Frank Epwarp. Chief Chemist & V. P., United 
States Ozone Co., 500 No. Dearborn St., Chicago, IIl.. 
} 
| P Haskew, GEORGE M., C.E. Supt., Plainfield-Union Water 
tion Plants of Canal Zone, P. O. Box 283, Ancon, Canal 
Hawiery, Georce W. Sect. & Treas. Water Co., Dixon, Ill... 
APW Hawtey, Joun B. Cons. Engr., 411-417 Capps Bldg., Ft. 
Hawuey, W. C. Chf. Engr. & Gen. Supt., Pennsylvania 
Water Co., 712 South Ave., Wilkinsburg, Pa............ 
Jr. Leadite Co., Land Title Bldg., Philadel- 
W "Cartes. 2726 West Somerset St., Philadelphia, 
Hays, C. D. Huron, South 
Hayrwoop, G. C. Sect., Metropolitan Water Supply Dept., 
56 James St., Perth, W. Australia... 
W Civil Engineer, 25 W. 43rd St., New York, 
Heatey, THomas. Supt. Davenport Water Co., 206 Kahl 
a esa Supt. & Treas. Water Works, Hagerstown, 
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PW Hecumer, Cart A. Dept. Engr., Maintenance & Operat- 
ing Dept., Wash. Subn. San. Dist., Hyattsville, Md... 
Hepeerets, L. L. Chemist, State Board of Health, Raleigh, 


as 
HEFFERNAN, Davin A. Supt. Water Dept., Milton, Mass..... 
Heine, Harry A. 116 So. Broadway, Tarrytown, N. Y... 
W Hevmreicu, L. W. Supt., Capital City Water Co., Box 32, 
Hetwick, J. W. V. P., Oregon-Washington Water Service 
Co., 1029 Hunter-Dulin Bldg., San Francisco, Cal...... 

W Hensy, Wo. H. Pres., St. Louis County Water Co., 6600 
Delmar Ave., St. Louis, 

W Henperson, R. Mgr. Davenport Water Co., Daven- 
Henperson, Ciuark T. Chairman Water Commission, 317 
Chapin Lane, Burlingame, Calif....................... 
Henprick, WatuaceM. 331 Madison Ave., New York, N.Y.. 
W Henpricks, R. W. age Hydraulic Dept., Under- 


writers Laboratories, 207 E. Ohio St., Chicago, Ill..... 
Henpry, W. A. Chf. Engr., Water Works, 628 West 9th St., 


APW Hensnaw, Franxurn. Supt. Water Works. Scarsdale, N. Y.. 
PW Herr, J. O. Manager, Monmouth Consolidated Water Co., 

Herzoc, Henry F. mr ite Water Dept., City Hall, Long 

Hetzer, Mentor. Mgr. Moundsville Water Co., Mounds- 


W Hevenor, Guioster P. C. E., Hevenor & Weller, Inc., 5 St. 
Herwarp, T. C., B.S. Mech. & Elec. Engr., 1100 Realty 

W Hisss, Atsert S. Ass’t Supt., Akron City Water Works, 
Municipal Bldg., Akron, 
HisscumMan, Cuaries A. Supt., Ambler Spring Water Co., 
Ambler, Montgomery Co., 


PW Hicxuin, Rosert G. Mgr., Municipal Dept., Robert & Co., 
Inc., 706 Bona-Allen Bldg., Atlanta, Ga............... 
PW Hickox, J. R. Hyd. Engr., Chicago, Burlington & Quincy R. 
R., Room 1501, Burlington Bldg., 547 W. Jackson 


W LaFayette, C.E., 1144 W. 25th St., Des Moines, 

PW Scortanp G. General Manager, Clarksburg 

Water Board, Clarksburg, W. Va...................... 

W Hix1, Ausert B. Cons. C.E., 100 Crown St., New Haven, 

W Hitt, Harry Prescot. 40 Kennedy St., Manchester, 

W Hitt, Fe W. Cons. Engr., Brotherhood Bldg., Cincinnati, 

W Hint, Nicnoras Jr. Cons. Engr., 112 E. 19th St., New 


Hits, Hiram E. Sect. & Act. Mgr., Denver Munic. Water 
Works, 1509 Cleveland Place, Denver, Colo............ 
ee T.H. Cons. Engr., 800 Marquette Bldg., Detroit, 


Nov. 3, 1919 
Aug. 18, 1929 
May 28, 193 
Jan. 17, 1922 
Feb. 14, 1927 
May 24, 1927 
May 6, 1915 
June 18, 1901 


Mar. 10, 1926 
May 10, 1915 


Apr. 2, 1923 


Nov. 25, 1921 
Sept. 21, 1920 


June 5, 1916 
June 8, 1929 
Nov. 17, 1916 
Nov. 10, 1927 
June 22, 1923 
Sept. 12, 1922 


Aug. 11, 1924 


Apr. 29, 1929 


June 17, 1926 
Dec. 10, 1915 
Feb. 10, 1913 
Oct. 30, 1914 
Nov. 6, 1924 
June 26, 1886 
June 18, 1901 
May 31, 1929 
June 1, 1923 


AP 


PV 
HEERMANS, H. C. Manager Water Works Co., Hoquiam, 
A 
= 
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PW Hinman, Jack J., Jr. Assoc. Prof. of Sanitation, Univ. of 
Iowa, P. O. Box 313, Lowa City, [owa................. 

P Hircuman, Artuur. Asst. Supt., Water Distribution Sec- 

tion, Department of Works, 33 Hillsdale Ave., W., 

W Hoan, Pror. CurisTIAN. 1028 Martin Place, Ann 


Hoaa, Percy LaTourette. Hyd. Engr., Manhasset, L.I.,N. Y. 
Ina Goutp. Secty., National Automatic Spklr. 


Assn., 80 Maiden Lane, New York, N. Y............... 
W Hoscoop, A. B. of Water Works, Apex, N. C......... 
Commissioner of Water, Columbia, 


AP EDWARD 
W Hopass, George C. Chemist, Consolidated Water Co., 712 
Hopeman, Burt B., C.E. 50 Church St., New York, N. Y..... 
Hopkinson, THomas. C.E., Supt. Water Works, 14 King St., 
HorrMaN, BENJAMIN F. Megr., Rockport Water Works, 219 
Main 8t., Roekport, cokes 

PW HorrMan, eo A. Supt. of Water Dept., Box 413, Morris- 

Grorce Epwarp. 32 Grove Ave., Larchmont, 


W Housrook, A. A. General Mgr., Stroudsburg Water Supply 
Horsrook, ArtuurR.,C.E. Fuller & McClintock, 170 Broad- 

L. I. The Duro Co., 50 Church St., New York, 


Barranquilla, Colombia.................. 
Houtman, E. T. Chief at Tenn. Inspec. Bur., 1034 
Stahlman Bldg., Nashville, Tenn...................... 

W Homes, J. A. Director of Service, National Aluminate 
Corp., 6216 W. 66th Place, Chicago, Ill................ 

W Hoimauist, C.A. State Dept. of Health, Albany, N. Y..... 
Hotway, A.S. 936 N. Michigan Ave., Chicago, Ill.......... 
Hotway, W. R. 158 William St., East Orange, N. J......... 

W Hommon, Harry B. Sanitary Engr., U. 8S. Public Health 
Service, 420 Call Bldg., San Francisco, Cal............ 


Honness, Georce GiLt. 293 Wall St., Kingston, N. Y...... 
Hooper, THomas H. Supt. Water Works, Winnipeg, Mani- 


ne poten M., Jr. Water Comnr., Box 895, Wilmington, 
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Apr. 21, 1915 


Sept. 30, 1929 
June 24, 1913 
June 2, 1920 
June 28, 1919 


Apr. 27, 1910 
Oct. 29, 1927 


June 25, 1929 


June 11, 1924 
July 18, 1907 


Apr. 15, 1913 
May 17, 1929 
July 12, 1926 
May 13, 1916 
June 9, 1920 
Jan. 14, 1925 
Apr. 30, 1923 


Jan. 1, 1926 
May 26, 1924 


Jan. 17, 1919 
Aug. 5, 1929 
Jan. 7, 1924 
May 25, 1926 
Apr. 27, 1923 
June 9, 1921 
Feb. 18, 1925 


July 27, 1921 
Apr. 4, 1924 


Mar. 5, 1924 


Apr. 10, 1923 
ar. 10, 1926 


May 14, 1913 


Apr. 18, 1923 


19 
29 
36 | 
24 ] 
2 Hoaa, Georce Kk. Fire Prevention Engineer, New York Fire 
Insurance Rating Organization, Suburban Division, 85 
1 
5 
3 
l 
) 
Hoaan, JoHN Puariip. Cons. Engineer, 84 Pine St., New 
| 
W Neri C. P. O. Box 615, Haskell, N. J......... 
APW Ho.uanp, Ray Kinessury. Consulting Engineer, 106 E. 
Liberty St., Ann Arbor, 
AP SAMUEL L. Director General, Empresas Publicas 
| | 
W Hoot, Ratpu A. Supt., Filter Plant, Mt. Clemens, Mich... P| 
W ee P. Chemist, Filtration Plant, Columbus, 
W Hoover, Ciarence B. Supt. Water & Sewage Disposal, 6th 
and Broad Sts., Columbus, Ohio....................... [x 


56 ACTIVE MEMBERS 


W Hopkins, Cartes Comstock. Hydraulic and Sanitary 
Engr., 349 Cutler Building, Rochester, N. Y.......... 

PW Hopkins, Epwarp S. Prin. Sanitary Chemist, Montebello 

PW Hopkins, Epwin W. Consolidated Water Co. , 712 Washington 

APW Hopkins, FRANKLYN C. Pres. Consol. Water Co., 712 Wash- 

W Hopkins, N EWTON F. Civil Engineer, 801 Home Trust Bldg. ig 

P Hopper, Water C. Supt. Passaic Consol. Water Co., 145 
Horanpt, Henry, C.E. Federal Water Service Corp., 785 
Flatbush Ave., Wiis, . 

A Horne, Rapa W. ’ Fay, Spofford & Thorndike, 44 School 
Horner, Cartes M. Supt. Water Works Co., 1705 State 


Horner, "H.H. Vice Pres. & Su t., The Birmingham Water 
Works Co., 2114 Ist Ave., Birmingham, Ala............ 


vores Frep A. Mgr., Superior Elec. Light & Water 
HorstMann, F Chemical Engineer, 1005 N. Leamington 
Horton, RoBeErT ,H.E. R.D.1, Voorheesville, N. Y..... 
W Horton, THEODORE. Chf. San. Engr. Dept. of State Engi- 
neering, 346 State St., Albany, N. Y................... 
Hosxinson, Cart M. Chief Engineer, Sacramento Filtration 
Hostetter, Ervin W. Supt. of Distribution, Iowa City, 
PW Hoven, “Lacnnven C. Dist. Mgr. Pitometer Co., 77 Summer 
St., Room 910, Boston, Mass....................00000s 
W Hovssr, ’Grorce C. Metcalf & Eddy, 1300 Statler Bldg., 
W Houston, L. J., Jn. City Mgr., Fredericksburg, Va......... 
W Howarp, Cuartes D. Chemist, State Board of Health, 
PW Howarp, Joun L. Ashburton Place, Boston, Mass.......... 
W Howarp, N. J. Director of Water Purif., Island Filtration 
Laboratories, 410 Lake Shore Drive, Centre Island, 
APW Howse, J. PARNELL. Engineer, Town of Pembroke, Pem- 

W Hows, M. J. Supt., Bd. Water Comnrs., Lake City, Minn.. 
How anp, E. Rosert. The British Pitometer Co., 39 Vic- 
toria St., London, 8. W. I., England................... 
W How.anp, J.  HASsTINGs, Engr., National Board of Fire 
Underwriters, 85 John St., ’New 
W Howson, Louis R. Alvord, Burdick & Howson, 130 Eighth 
Hoy, Josern A. Asst. Gen. Foreman, Water Dept., 18 East 
Worcester St., Worcester, Mass......  .... 
Hoyos, Henry JR. Superintendent, Distribution System, 
APW Huvane, Yu Hsien. draulic Engineer, c/o C. Y. Hsias, 
Hupparp, A. M. Supt., Municipal Water Dept., Box Letter 


June 10, 1911 
June 13, 1921 
Aug. 13, 1925 
June 16, 1919 
July 18, 1907 
June 10, 1911 
June 24, 1929 
May 26, 1928 
June 24, 1903 
Dec. 29, 1924 
Apr. 10, 1926 


Jan. 20, 1911 
Jan. 20, 1911 


July 18, 1907 
June 29, 1928 
June 6, 1927 
Jan. 17, 1919 


Nov. 24, 1925 
Feb. 17, 1919 


Feb. 18, 1921 
May 31, 1924 
June 21, 1920 


Mar. 10, 1928 
Feb. 11, 1922 


Apr. 22, 1914 
May 15, 1924 
Apr. 24, 1916 
May 15, 1922 
Sept. 30, 1929 
Sept. 30, 1929 
Nov. 10, 1925 


AP 


AP 


AP 


| = 
P 
i 
P 
P 
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W Hucxesa, W. L. Supt. Water Works, Carrollton, Ga.. ..... Mar. 4, 1929 
Hupson, Joun. Compania Aguas Corrientes, San Nicolas, 
W Hupson, Leo. 802 Wabash Bldg, Pittsburgh, Pa........... July 7, 1913 
Hvuaeans, R. D. Mgr. Water Works, Streator, Ill........... Apr. 19, 1915 
PW Hvucues, T. R. Amer. W. W. & Elec. Co., 50 Broad St., New 
APW Hueues, W.P. City Engr. & Water Supt., City Hall, Lewis- 


W Huaues, Witu1am James. Asst. Engr. for Maintenance, 
Metropolitan Board of Works, 110 Spencer St., Mel- 


bourne. Victoria, Australia................6....0.0005. Sept. 7, 1927 

W Humason, N. J. Supt. of Filtration, Elyria Water Works, 

Hume, W. R. Mechanical Engineer, Hume Pipe Co. (Aust.), 
Ltd., Melbourne, eee June 6, 1927 

W Humpureys, CuesterC. Superintendent Filtration, Tampa 
Water Works, Tampa, Fla..................00..ccecuee June 17, 1926 
P Hunt, Frank M. Supt. Water Works, Seneca, 8. C.......... Apr. 22, 1929 

Hunt, Wm. G. Pump House Residence, R. R. No. 4, Peter- 

W Hunter, Cnartes A. Asst. Director, State Health Labora- 
tory, Vermillion,.8. D. July 18, 1923 
W Hunter, Henry G. 598 Union Ave., Montreal, Canada..... June 10, 1911 

W Hunter, T. B. Consulting Engineer, 41 Sutter St., Rm. 718, 
P Hunter, W. W. Supt., Canal & Water Works, Augusta, Ga.. May 24, 1922 
W Huntineton, C. C. Box 613, Eureka, Kan.................. Mar. 19, 1927 

W Horp, Cuartes H. Consulting Engr., 518 No. Delaware St., 

W Hurpie, Reainatp T. Supt. of Water & City Engr., Box 546, 

PW W. 207 South Broadway, Los Angeles, 

PW Hortaen, P.J. Director Public Works, City Hall, Kenosha, 

APW Hvesz, George A. Treas. & Mgr., Kankakee Water Co., 132 
S. Dearborn Ave., Kankakee, Ill...................... June 6, 1927 
Hutcueson, C. E. Supt., Water Works, East Point, Ga..... Apr. 22, 1929 

PW Horcuins, Witt A. Sect. and Supt. Water Co., 196 Van 
Buren St; Freeport, dead. . Nov. 30, 1920 


o., P. O. Box 660, Montreal, P. Q................. May 5, 1921 
A Hurcurnson, P. H. Asst. Treas., Ohio Water Service Co., 
59 Lincoln Way, East, Massillon, O.................... June 11, 1929 
P Hutson, A.Cary. 85 John St., New York, N.Y.............. Apr. 29, 1924 
W Hurron, Harotp S. Sanitary Engineer, 233 Oliver Ave., 
APW Hoy, Harry F. 224 WellingtontRoad, Buffalo, N. Y........ Apr. 13, 1916 
W Hype, Cartes Gitman. Cons. Hyd. & San. Engr., Prof. 
San. Eng., Univ. of Cal., Berkeley, Cal............... July 18, 1907 
Hype, Raupu H. Vice President & General Manager, Camp- 
bell Water Co., Box 1, Campbell, Calif................ May 17, 1927 
Hyman, H. H. Mgr. Miami Water Co., Miami, Fla........... Apr. 16, 1916 
P Iatenart, H.B. Mgr. of Utilities, 208 No. Camp St., Seguin, . 
Inena, B. B. Supt., Water Works, Winnsboro, S. C......... Apr. 22, 1929 


PW Inman, C.E. Comnr. & Supt. Water Works, Warren, O....... May 24, 1921] 


Hvuspe.u, CLARENCE W. Constuction Engr., 2640 Buhl Bldg. 
W Hutcuinson, ALEXANDER, C.E. Detr. Drummond, McCall 


58 ACTIVE MEMBERS 


InoveE, 8. 290 Harajiku, Tokyo, 
Irvin, R. E. Asst. Mgr., Municipal Dept., Roberts & Co., 

Inc., 706 Bona-Allen Bldg., Atlanta, Ga............... 
itgee N. Sect. & Gen. Mgr. Hanford Water Co., Hanford, 


W IvanissEvicu, L. Mitre 740, Mendoza, A. R................ 
PW Iwasaki, Tomruisa. Water Wks. Dept., Suidokyoku, Tokyo- 


JacoBSEN, Rosert T. P. O. Box 162, Moline, Ill............ 
James, ALLEN D. Dist. Mgr., Wallace & Tiernan Co., Inc., 

3232 Irving Ave., So., Minneapolis, 

PW Janzia, ALexanper C. Water Bacteriologist & Chemist, 

Filtration Plant, 904 20th Ave., S. E., Minneapolis, 


PW JENNE, cote L. Sanitary Engr., Bureau of Water, Philadel- 

W Jensen, J ” ARTHUR. Supervisor Water Works Dept., Minne- 

PW Jensen, J. Curis. Municipal Water Works, Council Bluffs, 

JeTre, Jos. ArtHur. Asst. Supt. Montreal Water Works, 1509 
Darling St., Montreal, P. O., Canada.................. 


ve., Minneapolis, Minn... 
APW Jonnson, Cot. Georae A. Cons. Engr., 150 Nassau St., New 


PW Jonnson, H. E. Supt. Public Utility Plant, Winona, Miss.. .. 
Jounson, H. V._ Sect.-Treas., Oregon-Wash. Water Service 

Co., 1029 Hunter-Dulin Bldg., San Francisco, Cal... ... 

APW Jounson, Howanp A. Supt. Filtration, P. O. Box 416, Oxford, 


July 18, 1907 
Apr. 29, 1929 


May 12, 1908 
Jan. 6, 1927 


Jan. 9, 1923 


Aug. 18, 1920 
Jan. 31, 1910 
Aug. 7, 1924 
May 23, 1923 
July 30, 1920 


Feb. 5, 1919 
Apr. 16, 1914 


June 30, 1929 


Oct. 11, 1921 
June 6, 1927 


May 5, 1914 
Oct. 14, 1922 


Feb. 9, 1925 
Jan. 26, 1917 
June 30, 1921 
Apr. 15, 1910 
June 3, 1912 
May 25, 1926 


Feb. 22, 1920 
May 12, 1925 


Nov. 10, 1927 
July 13, 1917 


July 18, 1907 
Dec. 22, 1912 


Jan. 18, 1928 
Nov. 7, 1928 


Jan. 18, 1928 


| 
Jackson, C.B. V.P.&Gen. Mgr., Calif. Water Service Co., 
1029 Hunter-Dulin Bldg., San Francisco, Cal.......... 
PW Jacxson, Dante. D. San. Expt., Havemeyer Hall, Columbia 
University, New York, N. 
W es ~ H. W. Supt. Water Works, 912 Arctic St., Antigo, 
W Jackson, Joun F. Supt. Water Works Dept., 115 W. Fourth ; 
W Jacoss, Joseru. Cons. C. E.,613-616 Thomson Bldg., Seattle, 
Jacoss, 8. Wrisns. Chem. Engr., 9 East 41st St., New 
.M. Supt. Water Works, Box 1602, Southern Pines, 
. 
PW Jarvis, Capt. ALEXANDER CHARLES. Jens Kofoedsgade 4, 
Copenhagen, ] 
W Jenkins, Davipv. The New Jersey Zine Co., Franklin, N. J.. 
PW Jenkins, E. J. Superintendent of Distribution, Philadelphia 
Suburban Water Co., Lansdowne, Pa.................. 
W Jenks, Harry N. Cons. San. Engr., 540 So. 14th St., San 
Monument Circle, Indianapolis, ted. BONA ] 
W Jeur, Barnarp H. 2415 Talbott Ave., Indianapolis, Ind... 
A Jewewt, WitiiamM V. Chief Bkpr., Dept. of Streets & Public 
Impvts., 630 Bergen Ave., Jersey 
JOHNSON, Epcar W. Asst. Engr., Water Dept., 3821 Elliot 
] 
Jounson, R. K. Dist. Sales Mgr., Darling Valve & Mfg. Co., 
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W Jounson, SamueL C. Room 407, C. & O. Station, Hunting- 


W Jones, Caruton W. Indus. & Munic. Engr., Alleghaney Ave., 
Towson, Mda fl. . 208 

Earu F. Washington Water, Light & Power Co., 

W Jones, Frank Woopsoury. Sanitary Chemist, 4293 E. 134th 

JONES, H. E. Brunner, Mond & Co., Ltd., Northwich, Che- 

PW Jones, H. Staver. V. Pres., East Jersey Pipe Co., 7 Dey 

W Jones, Hanver P. 1601 Second National Bank Bldg., Toledo, 


Jupson, Jonn W. Chf. Acct. Dpt. Sts. & Pub. Impvts., 

Jurz, Cuartes E. Treas., St. Louis County Water Co., 6600 

W Kasie, EpaarP. Gen. Mgr., York Water Co., 42 East Market 

PW Kapp, Joan J., Ir. Supt., Municipal Water System, 378 Mor- 


W a W. Chemical Engineer, Gypsy Oil Co., Tulsa, 


Kassay, ALBERT E. Supt. Water Dept., 42 Pocantico St., 

PW Kay, Epegar B. Chf., Hyd. & San. Branch, Q. M. C., 1840 
Mintwood Place, N. W., Washington, D. C............ 

PW Kearney, Bryant. Laboratory Asst., San Diego Water 

Kearns, L. J. Supt., Fort Madison Water Co., Fort Madison, 


Keatina, Cuartes Sranuey. Deputy City Engr., State 
Tower Bldg., 10th fl., Syracuse, N. Y.................- 
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Apr. 9, 1923 


Feb. 16, 1924 
Mar. 10, 1917 


Feb. 23, 1924 
May 5, 1928 
Mar. 23, 1927 
May 23, 1923 
Feb. 6, 1928 
July 16, 1922 
July 30, 1922 


July 18, 1907 
May 9, 1916 


May 8, 1929 
Apr. 1914 
Feb. 9, 1925 
June 10, 1911 
Oct. 7, 1919 
June 6, 1927 
May 28, 1926 
Mar. 25, 1929 
June 12, 1920 


Apr. 12, 1920 


Nov. 10, 1917 
Mar. 29, 1927 
Sept. 21, 1928 
June 6, 1929 
Apr. 27, 1910 
Oct. 31, 1929 
Mar. 10, 1928 
May 16, 1919 


W Jounson, W.Scorr. Division of Sanitary Engineering, State 
W Jonnston, Witu1aM J. Supt. Water Works, Marquette, Mich. 
| 
W Jones, Hiram F. Supt. Pumping & Filtration, Elmira Water | 
Jonzs, J.M. Bristol & Warren Water Works, Bristol, R. I... 
Jones, Maurice L. . Water Dept., 368 Washington St., 
PW Jones, Morris S. Asst. Chief Engr., Water Dept., City 
W Jones, Witt1aM Netson. 8001-13th St., Tamma. Fla........ 
W Joriin, Joseph W. 421 W. Emerson St., Princeton, Ind..... 
JorpAN, Frank C. Secretary, Indianapolis Water Co., 113 
Monument Circle, Indianapolis, Ind................... 
PW Jorpan, HarryE. Sanitary Engr., Indianapolis Water Co., : 
113 Monument Circle Indianapolis, Ind............... 
Jorpan, Joun G. Shields, Jordan & Roe, Engineers, 205 W. 
Wacker Drive, Chicago, 
JoRGENSEN, H. A. Supt., Municipal Water Works, 385 Elm 
Ave., San Bruno, San Mateo Co., Calif................ 
P Juvson, H. T. Portland Mgr., Hersey Mfg. Co., 475 Hoyt 
| | 
| 
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W Sanitary Engineer, 21 Westside, 

W Ciarence Epwarp. 1720 Bolton St., Baltimore, 
PW Keeway, F. E. Superintendent of Water Wks., Gunnison, 

Kereneg, R.W. Pacific Coast Mgr., Hersey Mfg. Co., 450 E. 
3rd St., Los Angeles, 

W Keits, AntTHony. Supt., Mt. Clemens Water Works, 38 
Moross Ave., Mt. Clemens, Mich...................... 

W Keis, F. J. Consulting Engineer, Sunset Building, Fort 

W Keita, J. Crarx. Chf. Engr., Essex Border Util. Comn., 
Murray Bldg., Windsor, Ont., 
Keviner, Trmotsy. Supt. Williamsport Water Co., Williams- 


P C. 


Kemsie, F. T. F. L. Putnam & Co., 111 Broadway, New 

W Kempxey, Avcustus. Cons. Engr., 416 Hobart Bldg., San 

PW Kenpatu, Ep. X. Supt. of Water Operation, Calif.-Oregon 

Power Co., Klamath Falls, 

APW Kenpat., Tueovore Reep. Eng. Editor, The American City, 

C. Civil Engr., 543 Call Bldg., San Francisco, 

PW Kennon, James H. Division Superintendent, Bureau of 

Water, 412 City-County Bldg., Pittsburgh, Pa......... 

Kenziz, C. F. Asst. to Pres., Federal Water Service Corp., 

27 William Street, New York, N. Y..................+- 

Krogu, Wm. J. Asst. Engr. Dept. of Water, $350-209th St., 

PW Kerner, Dana E. Mgr., Denver Office, Pacific States Cast 

Iron Pipe Co., 326 First Natl. Bank Bldg., Denver, Colo. 

APW Kersuaw, E. L. Supt. Water Co., Shillington, Pa.......... 

APW Ketcuam, VALENTINE O. Gen. Mgr. Stamford Water Co., 51 

Summer St., Stamford, 

W Krentz, Joun A. Vice President, Mathieson Alkali Works, 

Inc., 250 Park Ave., New York, N. Y.................. 

Kiernan, J. 15 Caroline, Worcester, Mass........ 

PW rege Wynkoop, Jr. 614 Interstate Bldg., Kansas City, 


Sept. 14, 1927 
Feb. 23, 1920 
Feb. 14, 1927 
Oct. 31, 1929 
June 8, 1909 
Apr. 23, 1927 
Mar. 21, 1923 


Feb. 15, 1917 
Nov. 7, 1928 


Nov. 15, 1914 
May 12, 1925 
July 5, 1924 
Feb. 28, 1923 
June 10, 1921 
Dee. 7, 1926 


July 29, 1929 
May 13, 1913 


June 24, 1915 
June 10, 1923 
Jan. 12, 1928 
Mar. 13, 1919 
Oct. 10, 1927 
Sept. 30, 1929 
Aug. 17, 1927 
June 13, 1922 
Oct. 31, 1925 
May 12, 1925 
June 25, 1929 
July 6, 1926 


June 8, 1909 
Apr. 28, 1925 


Apr. 27, 1925 


AP 


| 
PW C. B. Supt. Water Works, Oxford, N. C........... 
Ke.uer, Georce Joun. Sect. & Gen. Mgr., lowa City Water 
Co., Iowa 4 
Keiser, Joun N. Deputy County San. Engr. & Surveyor, 
1126 Harding Drive, Toledo, Ohio..................... I 
W James W. & Chemist, State Labora- 
W Eart W. Engineer, Water & Light Department, 
Ww a L. Chairman, Light & Water Dept., Thomaston, 
W Ketsey, J.W. Gen. Supt., Bureau of Water, St. Paul, Minn.. p 
P 
P 
= 
A 
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W KituaM, E. Supt., Distribution Section, Water Div., 
1 Ashburton Place, Boston, 
Krttesrew, A. R. Supt. Water Works, Box 83, Blakely, Ga. 
W A. Exuior. San. Engr., 8 Long , Columbus, 
Anworr CuIsweELL. 94 Parmalee Ave. Hawthorne, 
Kina, ‘City Mgr., Rome, 
AP eee Horace. Comr. and Supt., City Hall, Brockton, 
Kinsey, Joun F. Commissioner of Public Property, Cov- 
Rane, 3 W. Manager, Mullens Water Works, Mullens, 


W Kircuorrer, Wiuu1aM Gray. San. & Hyd. Engr., 22 N. 
Carrol] 8t., Madieon, Wie. . 
Kirxwoop, Liston. Inspector, Waterworks Dept., Public 
PW Kircuen, H. B. Mgr. Watsonville City Wtr. Wks., 31 E. 3rd 
KITTREDGE, Harry C. Consulting Engineer, 99-107 Oak St., 
Kitrrevt, Francis W. Sanitary Chemist, State Board of 
Kuapp, Cart F. Supt. Water Works, Everett, Wash......... 
Suan R. W. Megr., Northern Indiana Power Co., Wabash, 
W Kuavs, Frep J. 2414 Dana St., Berkeley, Cal............... 
I. Cons. Engr. ., 41 Cortlandt St., New York, 
Kneen, A. H. Scranton-Spring Brook Water Serv. Co., 135 
KNICKERBACKER, Joun, C.E. Pres. Eddy Valve Co., 86 First 


W Kniaut, "G. Wesper. Manager, Natrona Water Co., Na- 
W Knigut, Geratp W. Consulting Sanitary Engineer, 147 
W Knovuse, Homer Const. Ee r., Metropolitan Utilities 


Dist., Utilities Bldg., 18th & Harney Sts., Omaha, Nebr.. 
PW Know es, Crarence R. Supt. Water Service, 1. C. R. R., 
6627 Woodlawn Ave., Chicago, Ill.............+...-.. 
PW Knowtes, Morris. Cons. Engr., 507 Westinghouse Bldg., 

APW Knox, Stuart K. 25 Warfield Street, Montclair, N. J....... 
Knox, Ohio H. Asst. Engr., State Dept., of Health, Columbus, 


292 Madison Ave., New York, N NY 
Korwat, Y. N. Chem. Engr., Paterson Engr. Co. es 
Ltd., 2 Dalhousie Square, Calcutta, India............. 

Koy1, Cuantes H. Engr., Water Service, C. M. St. P. & P. 

W Kramer, woos A. The Dearborn Chemical Co., 1029 W. 
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Nov. 25, 1915 
June 12, 1929 


May 23, 1923 
Oct. 16, 1925 


Apr. 20, 1921 
May 17, 1929 


Mar. 17, 1916 
June 9, 1920 
Oct. 7, 1924 
Jan. 31, 1923 
Feb. 28, 1928 
Feb. 16, 1924 
Mar. 30, 1926 


Aug. 27, 1929 
Oct. 7, 1917 


June 24, 1915 
Oct. 2, 1915 


July 1, 1913 
Jan. 8, 1911 
June 24, 1913 
Dec. 21, 1925 
Nov. 25, 1925 
Sept. 21, 1918 
June 4, 1913 


July 18, 1907 
June 8, 1909 


Jan. 17, 1927 
Feb. 11, 1922 
Feb. 18, 1925 
Aug. 30, 1927 
Apr. 5, 1929 
June 12, 1929 
Mar. 29, 1927 


Ing 
AP Korscuen, Jonn A. Commissioner of Public Works, City 
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Hetnricu. The Permutit Co., 440 Fourth 

APW Kuester, Jonn H. Supt. Water Works, 370 Naymut St., 

P Koniox, W. A. Supt. Water Division, 2903 N. 26th St., 


Luzerne St., Johnstown, 
Kupper, Cuartes J. Civil Engr., 409 E. Main St., Bound 

W Laasg, Witu1aM F. 215 Myrtle Ave., Flushing, N. Y......... 
W Lasoon, Joun F. Cons. Engr., 346 Bowerhill Road, Pitts- 


PW Lamey, Franx T. Supt. New Chester Water Co., 422 East 
Lamptey, J. H. Mgr., Board of Water Commissioners, Hen- 
dersonville, N. 
Lancrot, Toro. City Engineer, Hull, P. Q., Canada........ 
W Lanprera, C. P. President, Direct Oxidation Process Co., 
N. W. Cor. 17th & Lehigh Ave., Philadelphia, Pa...... 
Lanz, Frep W. Superintendent Water Works, 1132 Locust 
W Laneevier, Witrrep F. Assoc. Prof. San. Eng., Univ. of 
California, Berkeley, 
Lanpuer, E. E. Managing Engr., Bureau of Water, 416 City- 


A LaPott, Haro.p 8. Collector, Water Dept., City 


Larkins, THomas H. Supt. Filtration, 307 Thompson Ave., 

W Larmon, Frank P. Consulting Engineer, 1618 Beverly Road, 

W Lastgy, E.W. Flox Co., 430 Oak Grove, Minneapolis, Minn. 

W Lassiter, Leroy Irvine. Sanitary Engineer, Consolidated 
Board of Health, Wilmiington, N. 

Lasso, Autrrepo F, Ing. Civ., Obras Sanitarias de la Nacion, 
Buenos Aires, R. eee 

W Larurorz, Tuomas R. Asst. Sanitary Engineer, State 
Dept. of Health, Columbus, Ohio..................... 

W Lauper, H. M. Water Superintendent, Savannah, Mo..... 
Launer, Netson M. Superintendent, P. O. Box 117, La 

LAURENCENA, ALBERTO F. 25 de Junio Street 262, Parana, 

PW Lauter, Cart J. Chief Chemist, Washington Filtration 
Dalecarlia Filter Plant, Washington, D. C............. 


May 11, 1915 
June 30, 1923 
Aug. 27, 1924 
June 11, 1924 
June 5, 1929 
May 28, 1924 


May 23, 1923 
Dec. 13, 1927 


May 17, 1929 
May 12, 1908 
June 10, 1920 
Sept. 26, 1928 
June 24, 1916 
Dec. 20, 1923 
May 11, 1921 


Aug. 28, 1926 
Mar. 16, 1926 


Jan. 6, 1926 
Oct. 7, 1925 
Feb. 28, 1923 
Apr. 8, 1922 
Feb. 14, 1925 
May 20, 1929 


Apr. 17, 1914 
Jan. 10, 1928 


May 25, 1926 
Sept. 26, 1917 


Jan. 10, 1925 
Jan. 20, 1928 


Nov. 15, 1926 


Apr. 21, 1928 
Apr. 13, 1922 


AP 


AF 


P Kunxue, CHartes W. Supt. Johnstown Water Co., 244 

W Lassap, A. H. Water Supt., Longview, Wash............... 

Senator Mayor Gustave, M.D. Chairman, Public 

Utilities Comm., Tecumsch, 

W Lacount, H.O. Manager, Inspn. Dept. Factory Mutual Ins. 

Co., 124 College Ave., West Somerville, Mass.......... 

faruim Apapet A. Supt. Water Works, St. Stephen, N. B., 

W Larorsst, J. P. Atpert. City Engr., City Hall, Longueuil, 

PW Larrenigre, THeEo. J. San. Engr., Board of Health of P. Q., 
59 Notre Dame, East, Montreal, Canada.............. F 

W Lampert, Ursan S. President, Alexandria Water Co., 
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W Lavrs, W. E. Sect. and Mgr., Pekin Water Works, Pekin, 


town, Philadel 
Lawrence, R. E. City En ineer, Chanute, Kan............ 
P Lawrence, W. H. Supt. Water Works, Box 362, Kalispell, 
M 


W eo W. 137 No. Van Ness Ave., Los Angeles, 

PW Lua, Witu1am S. Consulting Engineer, 1226 University St., 

W Lear, Watter B. Serv. Engr., Aluminate Sales Corp. of 

Chicago, 1623 Clermont St., Denver, Colo............. 

Leany, Toomas J. 546 Emerson St., Denver, Colo.......... 

W Learnep, Apert P. Asst. Engr., Black & Veatch, 701 

Mutual Bldg., Kansas City, Mo......................-. 

LEBOLD, GEORGE. -—™" of Meters, Hackensack Water Co., 
624 Park Ave., Weehawken, N 

A Lecuner, Bernarp J. Sect. & Treas., Commissioners of 

Water Works, 701 French St., Erie, Pa................. 

PW Leppen, Ernest M. 404 Fourth Ave., New York, N. Y...... 

Lepoux, J. W. Cons. Engr., Liberty Trust Bldg., Broad & 

Arch Bts., Philadelphia, Pa........ 

W Les, Cuartes H. Cons. Hyd. Engr., 58 Sutter St., San Fran- 

Leg, Scorr M. _— City Water Dept., 58 Newman Ave., 

W Leet, J.N. Supt. Water Dept., North East, Pa.............. 

W Letsen, THeopore A. Gen. Mgr. Metropolitan Utilities 

Dist., Utilities Bldg., Harney & 18th Sts., Omaha, 


W Leovitr, W. F. Superintendent of Construction, Fresno 
City Water Corp., 1423 Weldon Ave., Fresno, Calif... 


W Lesuin, James. Canada Fire Underwriters Assn., Coristine 
Bidg., Montreal, Canada... 00000. 
W Lessarp, C.Camitir, C.E. 32 Boulevard des Allies, Quebec, 


W Levine, Dr. Max. Assoc. Prof. Bacteriology, Iowa State 
College, Amies, AY. 


W Levy, A. G. Engr. Construc. & Surveys, Div. of Water, 
9405 Hough Ave., Cleveland, Ohio..................... 
P Lewis, AtvinM. Asst. as. Water Distribution, 531 County 


W Lewis, Cuester F. Cons. Engrs., Spoon & Lewis, Box 990, 
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Nov. 14, 1915 
July 10, 1906 


Mar. 5, 1924 
May 22, 1928 


Dee. 16, 1919 
June 17, 1926 
July 10, 1906 
Jan. 26, 1924 


Mar. 19, 1928 
July 29, 1925 


May 15, 1922 
Mar. 13, 1925 


July 31, 1929 
Apr. 5, 1912 


July 18, 1907 
Mar. 21, 1912 
May 4) 1911 
June 7, 1904 
Mar. 6, 1923 
June 10, 1920 
July 21, 1922 


Mar. 16, 1927 
Mar. 26, 1928 


Apr. 24, 1916 
May 5, 1920 
Feb. 25, 1927 
Nov. 30, 1921 
May 17, 1910 
Jan. 31, 1929 
Apr. 23, 1924 
Oct. 31, 1929 


| | 
| 
W Lawtor, Francis D. H. Supt. = Burling- 

: LAWRENCE, Freperick H. 145 W. Sharpnack St., German 
PW Lawrence, WititarRD C. Supt. Filtration & Sewage Disposal, 
Baldwin Filters, Fairmount Road, Cleveland, Ohio. ... 

| | | 

APW Lenpatit, Harry N. Engineering Dept., Rutgers Coll., 
Lenuarpt, Lawrence G. Division of Engineering, Dept. of 
Water Supply, Water Works Park, Detroit, Mich. ..... 
W Lronarp, W. D. Manager, Water, Light & Gas Plants, 101 
N. Main St., Fort Atkinson, Wis..................0005 

. = KE. Supt. Water Works, St. Lambert, Ont., Canada. P| ! 

W LeSaae, Toomas Engr., Water Works Dept., City 

APW Tore oe Supt., Yorba Linda Water Co., Yorba Linda, 
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W Lewis, Jonn V. Dept. of Public Works, 54 Court St., 

W Lippy, Frank D. Chemist, Kalamazoo Vegt. Parch. Co., 

PW Lieser, Georce M. Supt. of Filtration, Filtration Plant, 

W Luuy, H. Avsertr. Chemist, Aluminum Co. of America, 


see ALpH G. City Engr., 33 City Hall, Worcester, 
Linx, Erwin. Director, City Water Works, Hohnestr. 27, 
Lira, Leonarpo. Chf. Engr. of Inspt. Water Works, Casilla 

492, Santiago, Chile............... 
W Litcn, M. B. Chemist in charge of Filters, 631 Pine St., 

APW Littitz, Beekman C. Sect. A. W. W. A., 305 Cutler Bldg., 
East Avenue, Rochester, N. 
Locuringe, Etpert E. Engr., Water Dept., P. O. Box 1238, 
Lorron, H. M. Chattanooga, 

W Logan, C. G. Supt. Waterworks, Waynesville, N.C....... 
Lone, Georee J. Prest., Inter-State Water Co., P. O. Box 

Lona, James H. Chief Engr., City Hall,Camden, N J....... 
APW Lone, Lester. aang, American Cast Iron Pipe Co., 1203 
W Lonetanp, E. L. Supt., unicipal Water District, San 


Lorp, Cuartes H. City Engineer, Ogdensburg, N. Y........ 
PW Loseg, James R. Engineer & Superintendent, Tarrytown 
Water Works, 65 Main St. Tarrytown, N. Y........... 

W Loveuran, JAMES F. 74 John St., Kingston, N. Y.......... 
W Lounssury, Wm. C. Gen. Mgr., Superior Water, Light & 
ower Co., Superior, 

Lount, C. A mmissioner of Works, Cornwall, Ont., 


Louisville Water Co., Louisville, Ky................... 
W Loveianp, Cuester H. 1010 Bank 


Feb. 18, 1921 
May 23, 1923 
Mar. 25, 1929 
July 19, 1927 
Dec. 20, 1926 
Apr. 27, 1928 
Oct. 16, 1925 
Jan. 30, 1929 
Mar. 13, 1929 
June 22, 1929 
Sept. 9, 1919 
May 1, 1922 
June 24, 1903 
July 10, 1906 
May 25, 1895 
Dec. 8, 1923 


May 24, 1915 
May 13, 1919 


Sept. 30, 1929 
Apr. 10, 1924 


July 18, 1907 
June 18, 1929 


July 28, 1928 
Jan. 19, 1926 


May 12, 1908 
Mar. 26, 1928 
Sept. 20, 1923 
June 4, 1908 
Oct. 22, 1924 
Nov. 8, 1923 
Sept. 28, 1927 
June 21, 1921 


Apr. 10, 1919 
June 7, 1904 


APW 


PW 


PW 
APW 
APW 


== 


W 
W 
W 
. 23 Dartmouth Ave., Avondale Estates, Ga............. 
APW Litty, Joun. Assistant Waterworks Engineer, British Mu- W 
nicipal Waterworks, Tientsin, North China............ 
Limp, Joun Mozart. Chief Chemist, Western Aust. Govt. PW 
Railways, Midland Junction, W. Aust.................. 
W Linpers, Ep. 3165 Ludlow Road, Shaker Heights, O........ ; 
P 
PW 
PW 
W 
P 
APW 
F. Lock Joint Pipe Co., P.O. Box 21, Ampere, 
PW Louris, G. E. Water Works Supt., P. O. Box 388, Bristol, 
PW Lovesoy, Wm. H. Supt. Filtration, Crescent Hill Plant, W 
W 
4 Pu 
Lovetz, A. P. Gen. Foreman, San Diego Water Dept., 2516 
San Marcos Ave., San Diego, Calif.................... W 
PW Lower, J. R. Chemist-in-Charge, Bucyrus Water Works, 
W Lowruer, Burton. Consulting Engineer, 723 Colorado i 
PW Luce, Arrucr T. Federal Water Service Corp., 27 William 
W Luptow, J. L. Cons. Engr., Winston-Salem, N. C........... 


AMERICAN WATER WORKS ASSOCIATION 


LunpBERG, Eric. Water Works Supt., Galva, Ill............ 
W Luscompz, Witu1am. Vice Pres. Gary Heat, Light & Water 


Lyman, Ricuarp R. Consulting Civil Engineer, 47 E. So. 
Temple St., Salt Lake City, Utah..................... 

P Lyncn, THomas C. Supt., Rochester Water Works, Meter 
Dept., Dewey Ave., cor. Bloss St., Rochester, N.Y... 

PW Lyon, A.8.. Supt. of Public Works, Rocky Mount, N.C...... 
PW Lyon, Franx A. Supt. City Water Dept., 130 East St., 

W Lyon, Mrs. Frank A. Chemist & Asst. Supt., Water Depart- 
ment, 130 East St., Oneonta, N. 


P a, W. A. Supt. Water & Light Dept., Farmville, 


APW McAmis, James W. Supt., Water Works, Greeneville, Tenn. 
M.E. Supt. of Water Works, South 


McCamy, C.C. Supt. Water Works, Dalton, Ga............ 
PW McCanpiess, ANDERSON L. Supt. Euclid Water Dept., 


? 
APW McCartuy, Owen A. Supt. of Water Supply, Michigan & 
Schaefer Road, Dearborn, Mich.....................-. 
APW McCuarn, Cart A. Genl. Superintendent-Secretary, Eugene 
Water Board, Eugene, Ore. 
nee G. Supt. Water Works, 3rd & Lyon Sts., Albany, 


W McCurnrock, James R. 170 Broadway, New York, N. Y... 
W McCuovrg, Ira E. Supt. Water Works, P. O. Box 45, Colum- 


W McCrea, T. R. Biologist, Elizabeth City, N. C........... i 
W mage E. Engineer, 2320 Grand Ave., Minneapolis, 


McCutton, Watrer. Consulting Engineer, 607 Walnut Ave., 
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Feb. 16, 1924 


Aug. 8, 1927 
Sept. 25, 1923 


May 12, 1908 
June 8, 1921 


June 17, 1926 
Jan. 1, 1927 
Dec. 18, 1924 


Feb. 17, 1927 
Dec. 8, 1923 


Oct. 16, 1924 
Dec. 15, 1925 


Dec. 8, 1923 
Apr. 18, 1922 


Apr. 27, 1889 
Sept. 12, 1921 


Mar. 10, 1926 
June 21, 1920 


Sept. 30, 1919 
May 13, 1929 


Feb. 8, 1928 
Mar. 3, 1927 
Jar. 17, 1928 
Aug. 16, 1929 
Mar. 27, 1925 
June 1, 1923 
Apr. 7, 1916 
Aug. 28, 1926 
May 27, 1922 
Mar. 17, 1926 


W Lutrrrotp, G. T. Wallace & Tiernan Co., 304 Holm Bldg., 3923 

W. 6th St., Los Angeles, Calif....................:0.-+ 
W Lunpevt, George R. Asst. Chemist & Bacteriologist, Frid- 

3 ley Filtration Plant, Minneapolis, Minn................ po 

| 

Luruy, Frep. Chf. Engr. Water Dept., 
W Lytz, Newton B, Supt. Clymer Water Co., Room 203, Sav- 
ings & Trust Bldg., Indiana, Pa........................ 
PW Lyues, JosepH E. Chemist, Tampa Filtration Plant, Tampa, 
APW McAuary, ALLAN. Supt. & Treas. Camden & Rockland 
Water Co., Box 151, Rockland, Me.................... 
McAuping, A. H. Gen. Western Agt., Hersey Mfg. Co., 1557 

E. Long St., Columbus, 
= 
McCarrrey, Wm. A. Supt. Water Works, 191 E. 6th St., 
PW McCauzs, Wo. B. Gen. Supt. Water Companies, Penna. 
McCLetian, THomas D. United Piece Dye Works, Lodi, 
W W.T. 6218 University Ave., 
PW McConneit, Earte G. Supt. of Plants, City Hall, Char- 
W McCrapy, MacHarvey. Chief of Laboratories, Quebec 
Prov. Bureau of Health, 59 Notre Dame East, — 
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PW McCorpy, H. 8S. R. Chf. Engr., Phila. Suburban Water Co., 
McCurpy, Howarp. City Engineer & Supt. Water Works, 4305 
Santa Fe Ave., Vernon, 
McDonatp, JoHN H. Pres. Bd. Water Comnrs., City Hall, 

Rosert E. Burns & McDonnell Engr. Co., 402 
Interstate Building, Kansas City, Mo................. 

W McDonneELL, Rosert Howtertr. Burns & McDonnell Engr. 
Co., 402 Interstate Bldg., Kansas City, Mo............ 
McDowett, Francis B., Jr. Asst. Mer. & Engr., Commis- 
sioners of Public Works, Charleston, 8. C.............. 

McEvoy, Epwarp F. 61 Winfield Ave. , Jersey City, N.J..... 
APW McFavt, W.L. Mgr. Water Dept. & City Engr., City Hall, 
McGeeuin, D. J. Supt. Wyoming Valley Water Supply Co., 
Markle Bank Bldg., Hazleton, Pa..................... 
McGoniaate, Wo. J. P. O. Box 2360, Louisville, Ky......... 
F. A. ‘Engr. .» 264 Bay State 


McKay, Joun WILLIAM. Repl Chf. Engr. Dpt. W. S. G. 
and E., 170 College Ave., Borough of Richmond, New 

McKenna, Francis C. Asst. Chemist, C. & O. Ry. Co., 1220 
Tenth Ave., Huntington, W. Va....................... 

W McLaren, PETER. Hydraulic Engineer, 501 N. Washington 
McLavautin, H. L. Salesman, National Meter Co., 1117 

PW McLavea.tin, Pau Sanitary Engineer, 111 Halsted St., 

APW McLean, R. F. Supt. of Water Dept., Walla Walla, Wash. . 
McLeop, J. A. Asst. Chf. Insp. Bureau of Engineering, 
State Board of Health, Raleigh, 
McLourg, J. Engr., ’ Chester, 

J anager Water. Works, Charlottetown, 
McMian, W. Chf. Engr., Thebo, Starr & Anderton, 
Inc., 523 Sharon Bidg., San Francisco, 

W McNamer, Roser L. Principal Assistant Engineer, Hoad, 
Decker, Shoecraft & Drury, State Savings Bank Bldg., 

Motion, 2 L. Superintendent Water Works, Lumberton, 

AP McQueen, Leo E. Supt. Bd. Pub. Wks., Coldwater, Mich. . 

McRae, J. Percy. awyer-Massey Co., Hamilton, Ont., 
B. Cons. Engr., Jackson Bldg., Ottawa, 


seeWestaanes; D. E. Pres., Bear Ga Water Co. Mer. Roar- 
ing Creek Water Co., Box 17, Shamokin, Pa........... 

W McWitu1ams, Lr. Con. Jounl. 8.8. C., U.S. Army, 
7705 95th Ave., Ozone Park, L. I. N. Y................ 

PW Masse, WILLIAM Curtis. Asst. Chief En ineer, Indian- 
apolis Water Co., 113 Monument Cir., Indianapolis, Ind. 


July 16, 1927 
Dec. 29, 1925 
June 19, 1920 
May 25, 1913 
Jan. 21, 1929 


June 25, 1929 
May 28, 1924 


Mar. 8, 1924 


June 11, 1916 
Apr. 5, 1912 


May 12, 1914 
Apr. 22, 1929 


Feb. 19, 1920 
Dee. 5, 1928 . 
Oct. 13, 1926 
Mar. 10, 1926 


July 12, 1928 
June 29, 1928 


May 31, 1928 


June 17, 1926 


Aug. 28, 1926 
Apr. 13, 1923 


Jan. 30, 1924 
May 9. 1906 


May 25, 1914 
Nov. 6, 1924 


Mar. 16, 1922” 
July 22, 1928 
Dec. 19, 1924 


1 
A 
Apr. 23, 1924 
Apr. 22, 1929 
Mar. 16, 1927 
4 P McReynotps, B. B. Supt. Water Wks., City Hall, Colorado 
— 
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914 


oo 
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W MacCarry, A. City Commissioner, Box 115, Sheridan, Wyo.. Feb. 18, 1925 
AP MacDonatp, C.C. Asst. Treas., Ohio Water Service Co., 


Ohio Merchants Bank Bldg., Massillon, O............. Oct. 23, 1929 
W MacDonatp, Emmerr. Megr., illinois Water Service Co., 
MacDonaLp, W. B. Manager, Mountain States Power Co., 
Kalispell, ic. . anos Feb. 23, 1926 
W MacDonaLp, W. E. City Water Works Engineer, 21 Fourth 
Ave., Ottamta Camis May 8, 1917 
MacKauu, Murray R. Hyd. Engr., California Railroad Com- 
mission, State Building, Civic Center, San Francisco, 
W MacKenzie, S. H. Engr. & Supt. Terryville & Southing- 
ton Water Works, Southington Conn...« Apr. 14, 1916 


Mackig, F. G. City Engineer, North Ont., Canada... Mar. 16, 1926 
Macksey, Henry V. 75 Mishawum Road, Woburn, Mass.... May 28, 1924 
MacNamesg, Danret F. Standard-Star Bldg., 55 Rose St., 


Jan. 1, 1927 
W MacNicot, N. Township Engineer, Township of Etobicoke, 
Islington, Ont.,. Canada... citi). des Mar. 16, 1926 
MacquEEN, O. 5904 Dalecarlia Place, N.W., Wash- 
Manpison, JAMES Civil Engineer, Talbott Bros., 
W Marritt, Date L. Chemist, Des Moines Municipal Water 
Plant, Des Moines, Apr. 2, 1918 
W Marritt, Howarp C. Consulting Chemist, 526—11th St., 
Dec. 20, 1926 
W Marrirtt, M’Kean. Supt. Water & City Engr., Wilmington, 
Macerstapt, Pau E. Off. Engr., East Bay Munic. Util. 
Maaar1oLo, CaRLos Engineer, Director of Dept. of Sani- 


tation, Tristan Narvagas 1221, Montevideo, Uruguay.. May 22, 1928 
Maguire, Joun Joserpn. Civil Engr., Compania de Aguas 


Corrientes, Montevideo, Uruguay...................0+. Apr. 4, 1929 

W Mauute, Winrietp 8. Chemist in Charge, Filtration Plant, 

W Matrn, Guo. A., M.E. Cons. Engr., 112 Baker St., Daytona 

Maseske, JosepH F. Supt. of Personnel Bureau, Dept. of 
Water Supply, Detroit, Mich...............0.0.c-eeees Oct. 4, 1927 

Matcomson, ALFrep 8. Appraisal Engineer, 132 Nassau St., 
Now: Zork, Jan. 1, 1928 

W Mate, Leonarp H. State Sanitary Engineer, 122 Capitol 
Bldg., Salt Lake City, Utah............ Dee. 20, 1927 

W Capt. Wittarp C. Civil & Sanitary Engineer, 
Jersey City Water Works, Boonton, New Jersey....... Dec. 4, 1914 

W Matmros, Cuaruss, Jr. Supt. of Water, Highland Park, 

W Mananan, Evmer G. Cons. Engrs., Fuller & McClintock, 
170 Broadway, New York, N. Y.........-..:ese0e00e0+ June 8, 1909 

PW Mananan, Parrick. Supt. Water Works, Briarcliff Manor, 

PW Manevun, L. B. Chemist in Charge of Water Purification, 
Mange City, deed Feb. 23, 1920 

PW Mansrie.tp, Myron G. Div. Engr., Morris Knowles, Inc., 
507 Westinghouse Bldg., Pittsburgh, Pa................ June 11, 1924 
W Manret, F. A. 1043 Greenlaw Ave., Memphis, Tenn......... Mar. 5, 1924 


1927 
1925 
1920 
1913 
929 
924 
912 

r. 16, 1923 
APES, JoHN B. Construction Engr., Monsey, N. Y........ Ap 
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W Mar, Y.C.,C.E. B-114 O-Te-Kak, Kulangsu, Amoy, China... 
W Marxuvs, 0.G.F. East 1728 Courtland St., Spokane, Wash. . 
Mars, A. D., Jn. Mgr., Neptune Meter Co., 1700—i5th St., 

W Mars, L. Donatp. Cons. San. Engr., 402 Masonic Temple, 

APW MarspEN, Raymonp R. Dean, Thayer School of Civil Eng., 

Marsh, Francis B. Board of Water Supply, Municipal Bldg., 

W MarsuHatu, Crrit E. Professional Civil Engineer, 266 Fulton 
MarsHautt, A. Aluminate Sales Corp., Union Stock 
Marsnat., J. B. Chf. Engr. Tucker & Laxton, Inc., 900 


Ave. & W. 32nd St., Cleveland, Ohio.................. 

W Marston, Frank Auwyn. Metcalf & Eddy, 1300 Statler 

W Martin,-J. C. Attorney, Ohio Water Works Association, 414 
Gasco Bldg., Columbus, 

AP Mantinpatz, R. H. Superintendent of Water Works, Sud- 

ray R. W. 909 Monadnock Bldg., San Francisco, 

W Martinez, Rotanpo A. Consulting Engineer, Obispo #59, 

Sage Grorcs. Supt. of Water & Light Dept., Marshfield, 


Massey, Grorce B. Vice Pres., Randolph Perkins Co., Cons. 
Engrs., Room 1444, 33 So. Clark St., Chicago, Ill...... 

W Massink, A. Chst. & Bact., Central Laboratory of Hol- 

Mast, James E. Civil Engr., 519 Penn St., Reading, Pa..... 
PW Matuews, Wiiu1amM W. 5520 Cornell Ave., Chicago, IIl..... 
PW Marte, Husert P. T. Coml. Engr., Worthington Pump & 
Machy. Corp., Harrison, N. 

W Matter, L. D. District Engr., 56 West Union Street, Wilkes- 


W Martreson, ANDRE. Water Works Architect, 1402 
Hartford Bldg., Chicago, 

AP Marrtuews, Irvine E. Superintendent, Bureau of Water, 43 
City Hall, Rochester, N. 

Mavcu, Tuzo.C.M. Supt. Pumping Stations, Indianapolis 
Water Co., Indianapolis, 

W Maury, Lr. Cot. Dasney H. Consulting Engineer, 12 


Sept. 29, 1925 
May 26, 1921 
Feb. 20, 1922 
May 11, 1915 
Sept. 30, 1929 
Nov. 8, 1923 
Dec. 20, 1927 
Sept. 3, 1924 
Dec. 29, 1924 
Nov. 6, 1924 
May 7, 1917 
June 17, 1926 
Nov. 18, 1925 
July 26, 1913 
May 3, 1923 
May 19, 1923 
May 25, 1919 
Dec. 29, 1924 
Aug. 22, 1894 
Dec. 8, 1922 
Feb. 15, 1917 


Al 
PV 


Dec. 24, 1925 
Jan. 30; 1928 
Dec. 16, 1926 i 
June 30, 1920 
i Jan. 26, 1925 
i May 19, 1924 
Aug. 12, 1924 
Oct. 7, 1924 
Pl 
ealty g., Charlotte, N. Nov. 8, 1023 
MARSHALL, JoHN. Supt., Flagstaff Municipal Water Works, 
W Marsuatu, L. A. Supt. Division Filtration Plant, Division 
Marvin, J.B. Sect. & Gen. Mgr. Frankfort Water Works Co., 
259 North Jackson St., Frankfort, Ind................. 
W C.D. Civil Engineering, Stanford University, 
W pT 2 J. Engr. & Supt. Water Works, Perth Amboy, 
| sarre, Pa 
Street, Chevy Chase, 
B. Water Conservator, City Hall, Jersey 
W Maxwe.n, Donato H. Prin. Asst. Engr., Alvord, Burdick 
& Howson, 1417 Hartford Building, Chicago, Ill......... 
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PW Mees, Ericu A. Consulting Engineer, 600 Crescent Ave., 
Meeraw, A. 308 St. Dunstan’s Road, Homeland, 
Mernecke, H. Aktiengesellschaf , Breslau-Carlowitz, Ger- 


| W. 45 Broadway, Room 502, New 
W — Harry. Supt., Water & Elec. Light Plant, Hinsdale, 
W Menrz, Henry A. Cons. Engr., Lock Drawer No. 929, Ham- 

W MerckeE., Freperick G. Wallace & Tiernan Co., 180 N. 
Market St., Chicago, Ill... es 

W Georce C.E. Supt. Water Works, Ware, 
MERRIMAN, THappEvs. Chf. Engr. Board of Water Supply, 
2224 Municipal Bldg., New York, N. Y................ 
Messer, C.H. Mgr., Fairbanks, Morse & Co., Pump Dept., 
550 First Ave., So. Seattle, Wash....................4-. 

W Messer, Ricwarp. San. Engr., State Dept. of Health, 615 


State Office Building, Richmond, Va.................. 
Metcatre, James ViviaN. Borough Water Engineer, Old 
Court House, Durban, South Africa.................++ 
W Meyer, H.R. J. 4545 Alice Avenue, St. Louis, Mo......... 
P Cuarves F. Albert F. Ganz, Inc., 511 Fifth 
Meyers, A.H. Supt., Water Co., Columbia, Pa............. 
Meyers, Duptey C. Comr. Public Works & Supt. Water 
Dept., Municipal Bldg., Oak Park, IIl................. 
seen A M. Superintendent of Water Wks., Mebane, 
AP Micwarts, A. P. Gen. Mgr., Orlando Utilities Comn., Or- 
lando, 

W Micuav, R. French Tramways Co., 227 Avenue Dubail, 
ae Joun C., C.E. Supt., Water Works Dept., Dur- 

Mick, Watrer E. Supt., City Water Dept., Tampa, Fla... 
W Micxgt, Ciarence W. Chemist, Muscle Shoals, Ala......... 
W Mivpteron, W. G. Supt., Public Serv. Comm., Yazoo City, 
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Sept. 10, 1928 
Oct. 31, 1929 
June 16, 1927 
Ape. 18, 1889 
June 21, 1920 
ets 10, 1928 
Feb. 16, 1924 
May 23, 1923 
Apr. 24, 1921 
Sept. 17, 1924 
Mar. 24, 1915 
June 24, 1903 
Feb. 9, 1920 
May 24, 1927 
Oct. 7, 1919 
Jan. 29, 1921 
Apr. 16, 1920 
May 29, 1920 
Nov. 30, 1928 
Sept. 27, 1911 


May 11, 1928 
Jan. 19, 


Jan. 26, 1922 
June 14, 1903 


Apr. 9, 1925 
Aug. 28, 1926 
Aug. 15, 1924 
Mar. 3, 1927 
June 24, 1903 


Apr. 18, 1929 
Aug. 8, 1922 


Apr. 22, 1929 


| 
May, Ciype R., Gen. Supt. & Engineer, Water Dept., St. 
AP Mayer, Epwarp B. Asst. Civil Engr., Dept. of Water & 
Power, 207 So. Broadway, Los Angeles, Calif.......... 
PW Mayo, W. ‘’. Commr. of Public Utilities, P. O. Box 284, 
Mayo, Witu1am B. Ford Motor Co., Detroit, Mich......... 
Megan, Danie. W., C.E. 120 W. Gorham St., Madison, Wis.. 
W Meavows, James O. ‘San. Engr., J. T. Donald & Co., Ltd., 
40-42 Belmont St., Montreal, 
Mepina, Savio Vicente. C. E., Bogota, Colombia......... 
| Meeker, W. L. Supt. Water Works Co., Clinton, Iowa..... 
| MeersuRG, Dr. P. A. Central Laboratories, Sterrebosch 1 
PW Metuten, Artuur F. Filtr. Engr., Columbia Heights Filter 
Plant, Minneapolis, 
Metton, T.A. Pres. Kensington Water Co., 2112 Oliver Bldg., 
P. O. Box 1114, Pittsburgh, Pa............. .......... 
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Mixes, H. B. 712 Washington St., Utica, N. Y.............. 
MinHounanp, H. Cuarues. Asst. Engr. Am. W. W. & E. Co., 
50 Broad St., New York, N. 

W Mitier, Artuur P. Associate Sanitary Engineer, ‘‘C’ 
Bldg., 16 Seventh St., S.W., Washington, D. C......... 
MILLER, in F. 73 Vermont St., Rochester, N. Y...... 
W Mttuer, Currrorp N. Hyd. Engr., 2807 Union Central Bldg., 


Mittsr, E. C. Asst. Engr., Penn., Dept. of Health, 898 
Ernst Place, Meadville, 

MIuuerR, Epwin E. 1017 Edgewood Lane, Palisade, N. J... 
PW Mitter, H. E. Director, Bur. San. Eng., State Board of 
Mitter, H. I. Vice-Pres., Pacific Water Works Supply Co., 
Atlantic St. Terminal, Pier ‘“‘A,’’ Seattle, Wash........ 
—_ J. A. Supt. Water Works, 10 West 3rd St., Alton, 
W Mitier, Maurice L. Hydraulic & Sanitary Engineer, P. O. 
APW opi or C. City Engr., City Hall, St. Thomas, 
PW Mitne, ALEXANDER. Supt. Water Works, St. Catharines, 
APW Minor, Epwarp Eastman. Gen. Mgr. New Haven Water 

W Mrwor, L. O. Supt., Water Works, Plattsmouth, Nebr.... 
P Mitcuett, J. J. 450 W. Grand St., Elizabeth, N. J.......... 
W Mrrcuett, Lewis. City Waterworks Engineer, Town Hall, 
Mueynek, Frep J. Chemist & Chem. Engr., 552 Jackson St., 
W Moat, Cuartes P. Chemist, Vermont State Board of Health, 
2 Colchester Ave., Burlington, Vt..................... 
W Mosera, A. R. 4044 Lyndale Ave.; So., Minneapolis, Minn. . 
W Moutman, Fioyp W. Chief Chemist, Sanitary District of 


Chicago, 845 So. Wabash Ave., Chicago, IIl............ 

W Jack. Superintendent Water Dept., 5494 So. Rugby 
Ave., Huntington Park, 

Morr, Donatp. Cia Aguas Corrientes, Calle Salta 1461, 

W Mouts, Wm. Supt. Water Works, Muscatine, Iowa............ 
PW Monrort, Witson F. 215 Wall Bidg., Olive at Vandeventer, 

Monroz, H. L. Supt. Water Works, Pontiac, Mich........ 
MontasBong, A. J. F. Imperial Theater Bldg., Room 2, 
Montreal, 

PW Montank, Irwin A. Water Bacteriologist & Chemist, 709 
Fifth St., S.E., Minneapolis, Minn............ 

W Monrcomery, James M. Mgr., Municipal Water Works, City 
Monrtovutigu, Henry J.,C.E. Calle B, No. 70, Entre 21 y 23, 

Moore, Cuartes E. 311 Avenham Ave., Roanoke, Va....... 
Cuartes Hersert. Beaumont Inn, Harrodsburg, 

PW Moore, Georae S. Superintendent Water & Light, Albe- 

PW Moorg, J. W. Cons. Engr., 836 Ind. Pythian Bldg., In- 


P Moors, Joun T. Water Supt., Choteau, Mont.............. 


June 30, 1924 
Apr. 20, 1923 


Sept. 25, 1920 
Apr. 10, 1926 


May 13, 1915 


July 9, 1928 
Mar. 11, 1914 


May 23, 1921 
Jan. 17, 1928 
May 8, 1909 
Feb. 15, 1926 
Feb. 28, 1923 
June 24, 1903 
Oct. 21, 1920 
Nov. 15, 1924 
Apr. 19, 1929 


Jan. 29, 1915 
Dec. 7, 1926 


Oct. 22, 1921 
June 5, 1926 


June 25, 1924 
Mar. 15, 1882 


July 10, 1906 
July 10, 1919 


Nov. 9, 1922 
Jan. 24, 1928 
June 6, 1927 


Nov. 17, 1911 
Oct. 5, 1923 


July 9, 1928 
Apr. 23, 1924 


Feb. 9, 1925 
Jan. 21, 1929 


I 


Wl 
| PW 
W 
P 
| 
W 
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APW 
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| API 
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Moors, Russet, B. Consulting Engineer, 930 K. of P 
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Bldg., Mass. and Penn. Sts., Indianapolis, Ind. ........ Feb. 3, 1928 

W Morenouse, Wauiace W. Director, Dept. of Water, Room 
308, U. B. Annex, Dayton, Ohio...................... Jan. 16, 1923 

PW Morey, Davi, Jr. San. Engr., 517 Praetorian Bldg., Dallas, 

W Morgan, Frank Lesuie. ‘“Ribbesford,’’ Styvechale Ave., 
Moraean, Henry B. Grand View Drive, Peoria, Ill.......... Apr. 24, 1910 
Moran, WiuBerT. Box 215, Valley Stream, N. Y.......... May 24, 1922 


W Morris, Epwarp. Vice President & Manager, Willets Water 

W Morris, Frep R. Sect. Appleton Water Commission, City 

W Morris, SamugL Brooks. Chf. Engr., Water Dept., 319 
City Hall, Civic Center, Pasadena, Calif............... 

Morrow, Ben. 8S. Engineer, Water Bureau, 211 City Hall, 

Meonam, D.C. Gen. Mgr., Citizens Water Co., Washington, 

APW Morss, HowarpScorr. Gen. Mgr., Indianapolis Water Com- 
pany, 113 Monument Circle, indianapolis, 

APW B. Chf. Engr., Wash. Sub. San. Dist., Hyatts- 

PW Mosestey, Atex W., M.E. Sloan Valve Co., 4300 W. Lake St., 

W Mosges, Howarp E. Asst. Chf. Engr., Pa. Dept. of Health, 
904 N. 2nd St., Harrisburg, Pa......................4. 


PW ror A. Asst. Engr. Water Bureau, Rochester, 


W Muecer, O. J. 202 N. Lake St., Madison Wis............... 
MveE.uer, CarL. Asst. Engr. Bureau of Water, 147 Pomona 

APW Mo.uercren, Artuur L. Cons. Engr., 770 Board of Trade 

W Motuiean, D. G. Mountain States Inspect. Bur., P. O. Box 
17@), Denver, Coles, dic, . ..2 

C.E. Town Engineer, Northeast Har- 

Monpy apenas. Supt. Middlesex Water Co., Woodbridge, 


f 
Oct. 21, 1925 


June 7, 1916 
May 28, 1926 
Jan. 21, 1927 
June 10, 1920 
Apr. 13, 1926 
June 24, 1929 
Sept. 18, 1925 
Mar. 11, 1915 
Oct. 11, 1923 
Apr. 27, 1922 
June 24, 1929 
May 28, 1926 
July 20, 1925 
June 30, 1929 


May 27, 1924 
May 20, 1925 


Apr. 25, 1923 
Oct. 21, 1919 


Mar. 26, 1928 
Jan. 7, 1924 
Mar. 11, 1914 
Mar. 9, 1920 


4 
3 
0 
6 
5 
; W Morritt, ARTHUR B. sst. Engr. of Filtration, Dept. o 
‘ Water Supply, 8100 W. Warren Ave., Detroit, Mich... 
P Morris, CHartes H. Supervisor of Water Works, New 
Movuttet, Louis F. Mech. Engr., East Bay Munic. Util. 
Dist., 2127 Adeline St., Oakland, Cal.................. 
W Mownrey, J. Hase. Manager of Public Utilities, 202 So. 
Second St., Chambersburg, 
P_Mowry, Cuar.tes W. Fire Protection Engr., 184 High St., 
W Rexrorp. 414 Drive, So. 
Munn, Harvey T. Hyd. Natl. Board of Fire Under- 
writers, 222 W. Adams St., Suite 953, Chicago, Ill..... 
A Munro, E.C. Supt., Water, Light & Power Office, City Hall, 
Mounrog, Water C, Savings Bank Bldg., Annapolis, Md... Jan. 30, 1924 
W Morpay, A. R.,C.E. Fountain City, Tenn................. Apr. 7, 1911 
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W Mureuy, Linpon J. Engineering Extension Dept., lowa 
State College, Ames, 

W Murray, R. M. Hydraulie & Structural Engr., 619 Thomp- 

Morrin, JoHN A. Supt. Water Works, City Hall, Rock 

APW Musser, E. Frep. Gen. Supt., Pitts. Suburban Water Serv. 
Co., Bellevue, Pittsburgh, 

PW cera H. P. Kanawha National Bank Bldg., Charleston, 


P Nepetune, Georce H. Asst. Engr., Scranton-Spring Brook 

Water Serv. Co., 813 Wheeler Ave., Scranton, Pa...... 
W Neer, Mario L. Chf. Div. Engr., Obras Sanitarias de la 
Nacion, Rivadavia 2591, Buenos Aires, A. R........... 
rs a B., C.E. 950 Woodycrest Ave., Highbridge, 


W Netson, Georace I. Wallace & Tiernan Co., 605 Star Bldg., 
W Nevuina, J. Bb Sect.-Treas, Clearfield Water Co., Clear- 


ineer, with Harry O. Gar- 
man, Consulting Engr., 27 Woodiand Drive, Indianapo- 


Newsom, Reeves J. Vice Pres., Community Water Supply 
Co., 46 Cedar St., New York, N. Y.................6 
Newton, Cuas. A. Water Supply, Box 1615, Billings, Mont. 
Nicxots, E.M., C.E. 27N. 38thSt., Philadelphia, Pa....... 
NicHouts, Rospert L. Box 110, Route 2, Hampton, Va....... 
APW Nigstey, W. M. Asst. to Sect. A. W. W. A., 29 West 39th 
NIGHTINGALE, H. W. Alaska Bldg., Seattle, Wash........... 
Savorv. 369 Nishiokubo, Suburb of Tokyo, 

Noack, Artaur. Consulting Municipal Engineer, 236 Main 

W Nosue, E. Senior Bacteriologist, Dept. of Health, 
Room 712, City Hall, Chicago, Ill..................... 

W sais Aveust G. Sanitary Engineer, 4117a Shreve Ave., 


Jan. 10, 1927 
Feb. 11, 1922 
June 5, 1916 
Dec. 22, 1920 


Oct. 31, 1922 
Feb. 10, 1921 


Oct. 18, 1927 


Feb. 27, 1924 


Apr. 3, 1923 
Oct. 11, 1921 
Nov. 24, 1926 
July 18, 1907 
June 6, 1927 
Mar. 21, 1923 
Oct. 16, 1914 
Dec. 15, 1925 
July 23, 1928 
June 25, 1929 
Oct. 18, 1927 
Oct. 14, 1914 
Nov. 18, 1918 
Apr. 16, 1929 
June 16, 1919 
Mar. 5, 1924 


Apr. 30, 1924 
Nov. 30, 1928 


Sept. 16, 1914 
May 5, 1928 
Mar. 22, 1927 
Dec. 30, 1916 


June 10, 1921 
Feb. 7, 1927 


Sept. 11, 1924 


PW 


AF 


| 
| 
W Myers, Rosert Harrison. Pub. Util. Mgr., Stratford, Ont.. ] 
Myers, Warren G. Sales Engineer, 133 Brevard Court, 
| Charlottes NZ Jo, es. 
Myrrtve, JOHN J. Water Works Trustee, 615 S. 7th St., Coun- 
| N amniee, H T.G. City Chemist, 1024 8th St., Port Huron, 
| PW Newson, Geo. A. Supt., Water Works, City Hall, Boone, P 
| 
NEWELL, Ciark. Supt. Water Works, Provo City, Utah.... 
AP Newuatt, H. Lester. Chief Engr., Akron City Water Works, 
403 Municipal Bldg., Akron, 
P Newxirk, 8. F., Jr. Supt. & Elizabethtown Water 
Co., Consol., 64 Broad St., Elizabeth, N. J............ 
PW Newtanps, James A. San. Engr., 11 Laurel St., Hartford, 
PW Norcom, Georcre D. Federal Water Service Corp., 27 Wil- A 
NORDMANN, CLARENCE F. 25 River St., Mamaroneck, N. Y. 
AP Norman, Eart E. a Dept. of Pub. Utilities, City Hall, 
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PW Norris, Jonn ALEXANDER. Chairman State Bd. of Water 


En ., Capitol Sta., Austin, Tex....................5 
W Norris, M. Atvin. Chemist, Orlando Utilities Comm., Or- 


Norturop, L. E. Manager, Los Angeles Branch Office, Nep- 
tune Meter Co., 701 E. 3rd St., Los Angeles, Calif...... 

W Norton, Joun F.. Dept. of Health Laboratories, Herman 
Kiefer Hospital, Detroit, 
Nvrsiine, Epwarp. Asst. Engr., Dept. of Water Supply 
Gas & Elec., 1 Northern Avenue, New York, N. Y..... 

W Nvesuina, Emin L. Cons. Engr., 519 Penn St., Reading, Pa. 


OBERHOLTZER, D.A. Supt. Water Dept., 133 W. Garvey Ave., 
Monterey Park, 

A O’Brien, W.F. Asst. Sect. & Treas., Seranton-Spring Brook 
Water Serv. Co., 30 N. Franklin St., Wilkes-Barre, Pa. 

W O’Connor, PHILP J. Supt. Filtration, 821 Kenilworth 

Op1eT, J. KE. Supt. Water Department, Ronan, Montana. ... 
W Onutcer, L. B. Supt. Water Works, Canton, Ohio....... Ras 
O’Leary, Joun E. Gen. Sales Mgr., Pittsburgh-Des Moines 
Steel Co., P. O. Box 71, Pittsburgh, Pa................ 

P OutmsTEpD, CuaresS. Supt., The Monterey Co. Water Works, 

PW ais” re C. Cons. Engineer, Box 1114, Raleigh, 


fre A. T. Supt. Water Works, Washington C. H., 


O’NeiL, Perry. Contr. Engr., Municipal Engineering Co., 
1107 Athletic Club Bldg., Dallas, Tex.................. 
PW O’Nertu, Joun H. Louisiana State Board of Health, New 


OrcnarpD, WiLu1AM J. Sanitary Engineer, P. O. Box 178, 

APW O’REILLy, A. R. 1337 Good Street, Reading, Penna......... 


A Ormerop, CuHartes W. Tax Dept., Federal Water Serv. 
Corp., 27 William St., New York, N. Y................ 

PW OrnsTEIN, Dr. Gzora. Alexandrinen Str. 48, Berlin S. 14, 

W Orr, ALExANDER, C.E. Chief Engineer, Gloversville Water 
Works, Gloversville, N. 

W Orr,C. A. Mer. ~~ Wtr. & Lt. Co., Mayfield, Ky....... ° 
W Orton, James W. ngineering Office, Waterworks Park, 

Orv, W. J., Vice-Pres. Commissioners of Water Works, City 


W Osporne, James Q. Dist. Mgr., De Laval Steam Turbine 
Co., 516—4th Avenue, Seattle, 
O’SHavucunessy, M.M. City Engineer, 2732 Vallejo St., San 
Ovurzen, ANDREW N. Field Engr., Detroit City Gas Co., 


W Overstreet, Raupx M. Supt., Henderson Water Works, 932 
N. Main St., Henderson, 

APW Owens, Roserts B., B.A., B.E. Government Bldgs., Ed- 
monton, Alberta, 

Owinas, Noste L. Asst. Engr. Washington Suburban San. 
Disti Riverdale, Maryland. ..... 
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June 16, 1919 
Feb. 10, 1927 
Sept. 30, 1929 
May 25, 1926 
May 17, 1927 
June 12, 1929 
Feb. 11, 1922 
Nov. 12, 1919 
July 27, 1926 
Apr. 16, 1916 
Dec. 12, 1921 
Apr. 10, 1926 
Apr. 29, 1924 
Mar. 20, 1922 
Apr. 27, 1925 


Aug. 16, 1917 
May 30, 1925 


June 30, 1929 
Jan. 12, 1928 


Aug. 7, 1909 
June 8, 1921 


Mar. 6, 1926 
July 9, 1928 
Jan. 17, 1928 
July 18, 1907 
Aug. 1, 1923 
Jan. 6, 1927 
Apr. 27, 1914 
Jan. 4, 1923 


27 
22 
16 
20 
22 
21 | 
24 
23 
6 
7 
3 W Ouson, W.M. Sanitary Engineer, 1419 So. 19th Ave., May- 
5 
8 
3 
) 
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Pain, Herpert. Managing Dir., Phillips & Pain, Water 


Softening, 41, Avenue de Friedland, Paris, 8, France... Mar. 27, 1925 PW 
Painter, Cart Evuicotrr. V.P.& Cons. Engr., Water Works 
Equipment Co., Salt Lake City, Utah................. Mar. 25, 1924 W 
Pairovi1, ANToNIO, C.E. Rivadavia 13353, Ramos Mejia-F 
Patmer, MarsHaut B. Engr. Bureau of Water, Syracuse, 
W Paumer, RayS. Water Works Superintendent, Le Roy, N.Y... Mar. 6, 1926 
Park, C. J. City Engr., City Hall, Brawley, Calif.......... June 30, 1929 APW 
A PW Parker, E. F.C. Comptroller, Federal Water Service Corp., 
27 William St., New York, N. Y...............-0ece0:: Sept. 13, 1928 AP 
W Parker, Francis L. Ph.D., M.D., Parker Laboratory, 40 
Broad St., Charleston, 8. C.............. Jan. 31, 1925 
W Parker, G.H. Cons. Engr., Room 940, Starks Bldg., Louis- 
W Parker, Horatio NewrTon. City Bact. & Chst., Main & 
Orange Sts., Jacksonville, Fla................0-e0.000 June 16, 1920 
APW Panrss, W. J., Jr. Supt. Filtration, Lincolnton, N. C........ Aug. 24, 1929 
Parriso, C. A. Supt. & Manager Water Dept., Compton, 
Parsons, CuarLtes W. Republic Flow Meters Co., 2240 Di- P 
versey Parkway, Chicago, Ill.....................00005 Apr. 2, 1923 
W Parsons, L. C. Supt. Municipal Water & Lt. System, Box W 
636, Kings Mountain, N.C... July 30, 1926 
W Parrripeg, E. M. Chf. Chemist, Paige & Jones Chemical APW 
PW Passott, A. A. Supt., Newnan Water & Light Commission, W 
Pate, R. L. Manager City Water Co., Springfield, Mo....... June 29, 1915 
W Paterson, Windsor House, Kingsway, London, 
PW Patirz, G. J, Cons. Engr., The Fleischmann Co., 695 Wash- 
APW Parterson, Ricuarp L. City Engr., and Supt. of Water 
Dept., Newport Beach, Calif...................-..000- Sept. 21, 1928 
W Parrerson, T. C. Superintendent Water Works, Mt. Holly, 
AP Patron, W.8. Mgr. Ashland Water Works, Ashland, Ky..... May 7, 1917 
Paut, Frank proper of Distribution, 
Akron City Water Works, 235 Crescent Drive, Akron, r 
Paut, President, Societe Anonyme des Hauts- 
Fourneaux & Fonderies de Pont-a-Mousson 9-13 Rue St. , 
Pautetrsz, R.J. City Engineer, City Bldg., Salina, Kansas... Feb. 17, 1927 
Peapopy, J. R.. M.D. 905 Heyburn Bldg., Louisville, Ky... Dec. 29, 1924 
PW Prarsz, Lanapon. San. Engr., The Sanitary Dist. of Chi- 
cago, 8. O. Bldg., 910 € Michigan Ave., Chicago, Ill.. Feb. 24, 1913 | 
APW Pearson, Cuartes Dearne. Engr. & Megr., Wtr. Wks., 
Kiangse Rd., Shanghai, China........................ Mar. 16, 1922 
PW Pearson, J.F. Supt., Water & Light Plant, 52 S. Middleton 1 
Peart, Joun. ‘‘Tuckeroo,’”’ Rosslyn St., East Brisbane, 
W Peasz, Hersert D. 39 W. 38th St., New York, N.Y........ Feb. 6, 1924 
Peck, Ermon M. Cons. Engr., 260 Edgewood St., Hartford, P 
Peck, Lawrence J. District Engineer, 91 Prospect Street, 


3 
‘ 
; 
{ 
j 
| 
} 
| 
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Bldg., Marshalltown, Mar. 26, 1922 
W Prerce, WALTER A. Manager, Racine Water Dept., 2217 
Taylor Ave.; Retina, Wie. ivi). cecal ated June 15, 1922 
Perrson, A. G. Supt., Water Power & Light Commission, 
W Penver, L.E. Supt. Construction & Pub. Utilities, Pinehurst 
APW PennineaTon, J. R. Cons. Engr., 204 W. Spear S8t., Carson 
AP Prqueenat, Marcet, B.A.Se. Supt. Kitchener Water Comm. 
Ritebener; «chs Feb. 16, 1924 
Perkins, C. E. Supt. of Waterworks, Bartlesville Water Co., 
Bartlesville, obs Feb. 14, 1928 
W Perkins, Dr. R. G. Dept. of Hygiene, W. R. U. School of 
Medicine, 2109 Adelbert Road, Cleveland, Ohio........ June 3, 1921 
Perry, H. W. Supt., Water Works, Box 647, Greenville, 
Perry, J. Rosert. Accountant, Water Dept., 
Walnut Ave., & 6th St., Niagara Falls, N. Y........... June 20, 1924 
P Perry, V. E. Manager, Water Sales Dept., S | Valley 
Water Co., 425 Mason St., San Francisco, Calif........ Apr. 16, 1928 
W Perry, Witu1am. Hydraulic Engr., Maplewood Ave., Cote 
des Neiges, Montreal, Quebec................ June 26, 1886 
APW Peters, H. D. Assistant Engineer, State Board of Health, 
W Perers, J.S. Chf. Engr., Marin Municipal Water Dist., San 
Petersen,C.O. Water Superintendent, City Hall, Brighton, 
PW Puaraon, Harry W. Supt. Citizens Water Co., 207 Spruce 
W Puetps, Earue B. Prof. Sanitary Science, Columbia Univer- 
sity, 437 West 59th St., New York, N. Y.............. Oct. 19, 1914 
W Leo A. Chf. . Federal Water Service Corp., . 
27 William St., New York, N. Y............ssseeseeeee June 17, 1926 
Pratt, Witt1amM M. Cons. Engr., Durham, N.C............. Aug. 5, 1921 
W Pounce, J..F.) Springdale, < Feb. 16, 1924 
Piaman, Aueustus P. M. E., Amer. W. W. & Elec. Co., 50 
W Pincus, Sou. CG. E., 15 W. 11th St., New York, N. Y......... Feb. 17, 1920 
Pinkston, J. T. Supt. Water Works, Meridian, Miss........ Apr. 22, 1929 
PINNELL, Dr. W. R. City Bacteriologist, Lexington, Ky.... June 1, 1923 
W Pippin, R. E. Water Supt., Zebulon, N. Sept. 10, 1928 
W Prrniz, Matcotm. Consulting Engineer, 25 W. 48rd St., 
W Pitcuer, F. H. G. Mgr. & Ch. Engr., Montreal W. & P. Co., 
Place D’Armes Square, Montreal, Canada........... Jume 27, 1905 
W Pramonpon, AprieN, C.E. Engineer & Contractor, 30 St. 
James St., Montreal. Canada............00000-ceee May 22, 1916 
Piummer, Wave. Asst. Supt., Butte Water Co., Butte, Mont. Dee. 15, 1925 
W Por, Cuarues F. 875—16th St., Boulder, Colo.............. Sept. 24, 1926 
P Pornter, W. W. Supt. Water Works, Clarksdale, Miss...... Apr. 22, 1929 
Pouicz, J. A. Water Works Supt., Halieybury, toes cals: June 24, 1929 
W Pouk, Westey W. Supt., Water Department, Sheridan Rd. & 
Lincoln St., Evanston, Th. Mar. 10, 1926 
PW Port, Joun A. 518 Bridgeboro St., Riverside, N. J.......... May 28, 1924 . 


W Porter, D. P. Supt. Water Works, 1305 E. 4th St., Pueblo, 


5 ’Peperson, H. V. Superintendent Water Works, Municipal 
4 
9 
2 
6 
9 
) 
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W a ALEXANDER. Consulting Engineer, 50 Church St., 


W Porter, Howarp P. Cons. Civil & Sanitary Engineer, 36 
North Side Square, Jacksonville, Ill................... 

W Ports, Crypz. Civil & Sanitary Engr., 30 Church St., 
PowE.L, ALEXANDER C. 136 Grant Street, Bangor, Me...... 


PW Pracy, Gro. WESLEY. Supt. Spring Valley Water Co., 425 


Mason St., San Francisco, Calif....................06. 

PW Pratt, ArtHur H. Chf. Engr., North Jersey Dist. Wtr. 
upply Comn. 20 Clinton Street, Newark, N. J........ 

Pratt, CHartes J. Supt. Water Department, City Hall, 
Owen Sound, Ont., 

W Pratt, Gitpert H. P. O. Box 178, Newark, N. J............ 

W Pratt, Rocer W. Wallace & Tiernan Co., Inc., 223 E. 9th 

APW Pray, JonnW. Supt. Water Works, Ft. Dodge, Ia...... .... 
A Prentice, E. R. Secretary, Marin Municipal Water Dist., 
468—4th St., San Rafael, Calif........................ 

Prinpize, Georce B. Pearse, Greeley & Hansen, 6 North 
Michigan Ave., Chicago, 

PW Ruerr. Supt. of Water & Light Dept., Thomas- 

Prinoie, J. T. Supt. Stamford Water Works, Stamford 
Township, South end, Ont., Camada.................. 


W Prinz, Ropert B. 224 E. Hillerest Ave., Dayton, Ohio..... 
Prior, J. Murray. Board of Water Supply, Room 710, 100 

W Prior, Joun C. Prof. of Sanitary Engineering, Brown Hall, 
Ohio State Univ., Columbus, Ohio..................... 

PW Pritcuarp, Jopn C. Consulting Engineer, 5561 Chamber- 

Superintendent Butte Water Co., Butte, 


Pucu, MarsHa.t R., C.E. 230 Poplar Ave., Wayne, Pa...... 
Pourcett, Hueco G. Manager, Hugh G. Purcell Company, 304 
Colman Bldg., Seattle, 
PurkyYne, Dr. EMANUEL. Officer State Board of Health, Statni 
Zdravotni Ustav CSR., Prague XII, Czechoslovakia... 
Putnam, Espen F. Pres., Greenwich Water Co., 253 Green- 
wich Ave., Greenwich, 

W Putnam, Grorce W. 6808 Oleander Parkway, Norwood 


May 12, 1925 
Oct. 27, 1925 
July 7, 1920 
July 18, 1907 
Mar. 19, 1928 


July 10, 1906 
Mar. 12, 1910 


July 10, 1906 
Dec. 10, 1928 
May 18, 1915 
Jan. 4, 1923 


Oct. 22, 1924 
June 5, 1916 


Feb. 13, 1924 
June 24, 1913 


June 29, 1928 
Mar. 25, 1924 
Sept. 27, 1924 


Apr. 28, 1925 
Sept. 7, 1927 


Apr. 10, 1924 
Oct. 13, 1926 
Feb. 8, 1926 
Dec. 15, 1925 
May _ 5, 1921 
Oct. 27, 1922 


May 12, 1908 
Feb. 2, 1914 


Nov. 8, 1923 
Apr. 8, 1905 


Jan. 30, 1928 
July 19, 1928 
Dec. 8, 1927 
June 15, 1922 


W 


W Porter, Jonn Lewis. Director, Water Purification Sta- Q 
tions, 2142 a Street, New Orleans, La............ 
| Porter, 8. J. 345 Vermont St., San Francisco, Calif........ WQ 
PW Porzeuius,A.F. Supt. City Water Co., Chattanooga, Tenn.. 
| 
pw E 
| : 
Wt 
W SHEPPARD T. Chemical Engineer, 4103 Hawthorne 
| Ave., Forest Park, Baltimore, Md..................... PW I 
PW Powers, Jerome. Mgr., Compania de Acueductos de Cuba, 
] 
| aPw 
W 
P 
| 
Proctor, Epwarp M. Cons. Engr., 177 Inglewood Drive, W 
Proxorterr, 8. T. Executive Engineer, Drainage & Water 
PW Provost, ANprEw J., Jr. San. Expert & Hyd. Eng., 39-41 
West 38th St., New York 
Pruett, G. C., C.E. Virginia, 
W Prvuasn, J. I. ne Division of Water, City Hall, Sacra- > 
P 
AP 
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QuayLe, LeRoy A. Chief Engr., Dept. of Public Utilities, 
205 City Hall, Cleveland, Ohio.....................45. 

W Quiatey, Lewis A. Supt., City Water Works, 2626 Travis 

W es Frep. Comnr. Public Works, Box 684, Roundup, 


Ramey, H.P. Asst. Chf. Engr. District of Chicago, 
910 So. Michigan Ave., Chicago, Ill 

RanDLettT, Frep Morse. Robert 

RanDo.pH, Bup A. City Health Department, Houston, Tex.. 

W Rascx, Henry B., Jr. 4510 Woodlawn Ave., Chicago, Ill... 

W Rasster, Curist1an C. Supt., Water Works, 330 W. Coal St., 

W Ratusun, W. 8. Natl. Bd. of Fire Underwriters, 222 W. 

Adams St., Room 953, Chicago, Ill..................... 

Ratuert, F. A. Supt. Water Works, Junction City, Kans... 

APW gob Emmett M. Civil Engineer, B522, Fayetteville, 


W Reever 
Cleveland, 225 Broadway, New York, N. Y 


. Chemist, Feedwaters, 

Rector St., New York, N. Y 

W Rernuarpt, Harry. 2919 Avalon Ave. Berkeley, Calif 
Rerntcker, L. T. Operating Mer., National Water Works 

: Corp., 524 Washington St., Reading, Pa............... 
W Rernxe, Epwarp A. 102 C. E. Bldg. Berkeley, California. . 
ReEIsweBer, ALex.G. Asst. Engr., Western New York Water 
Co., 11 Niagara St., Buffalo, N. Y 
Retpu,O.8. Superintendent Water Works, San Jose, Calif. .. 
Requarpt, Gustav J. 18 E. Lexington St., Baltimore,Md. .. 
PW Revis, PautR. City Engr. & Water Supt., Cheyenne, Wyo... 
PW Reyer, Gzorce. Supt. Water Works, Nashville, Tenn...... 


APW Reyno.ps, ApEL. Treas., New England Water, Light 
“s Associates, 833 Hospital Trust Bldg., Providence, 
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Feb. 24, 1925 
June 6, 1927 
Feb. 7, 1922 
Oct. 26, 1921 
May 18, 1914 
Feb. 19, 1920 
May 12, 1908 
Nov. 15, 1927 
June 6, 1927 
June 16, 1920 
Mar. 13, 1925 
Nov. 29, 1926 
May 24, 1922 


Apr. 13, 1922 
Oct. 9, 1928 


Sept. 30, 1929 
Aug. 28, 1926 
June 16, 1919 
Sept. 30, 1929 
Aug. 20, 1924 


Nov. 12, 1919 
Nov. 30, 1926 . 


May 24, 1922 
May 24, 1922 


Mar. 17, 1925 


Feb. 24, 1928 
Apr. 12, 1921 


June 10, 1929 
Nov. 8, 1923 


Jan. 20, 1921 
Oct. 27, 1925 
May 17, 1923 
Nov. 26, 1928 
Apr. 16, 1884 


|_| 

PW Raab, Franx. Chemist & Bact. Fridley Filtration Plant, 

W Races, JoserpH. Devonshire Hospital, Buxton, England...... 

W Rapcurre, Joun L. 535 Trotter Lane, Elizabeth, N. J..... 

Raver, R. P. Supt., Lehigh Water Co., Easton, Pa........... 

PW Ratney, Cuarence M. Water Superintendent, 735 W. Bon- 

neville St., Pocatello, 

} 

PW Ray, Cuas. E., Jr. Asst. Engr., Dept.of Conservation & De- 

Water Resources Division, Chapel Hill, 

W Raymonp, Greorae B. Route 1, Box 59, eee. Conn..... 

P Reap, Geo. Meter & Service Superintendent, Department 

of Water & Power, P. O. Box 497, Los Angeles, Calif .. 

PW Reser, Harry C. Pres., Angelica Water & Ice Co., 1907 

Perkiomen Ave., Reading, 

W Reprern, W. Buatne. James, Proctor & Redfern, Cons. 

Engs., 1004 Exchange Life Bldg., 36 Toronto St., To- 

EEVES, O. Leg. Supt., Water Works Co., 26 South Jack- 

W Watrer. Supt., Water Works, Springfield, Tll........ 

THomas Supt., Pequannock Watershed, 
Charlotteburg, Passaic Co., N. 
po July 20, 1929 
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Reyrnotps, Epwin G., Jr., C.E. New Rochelle Water Co., 
514 Main St., New Rochelle, N. Y............00.0.05, 

W Reyno.tps, Leon B. Prof. Hyd. & San. Engineering, Box 
1826, Stanford University, Calif....................... 

City Engineer, 402 City Hall, 


W Ricxarp, Grover E. Chemist & Supt. of Filtration, 1909 
Warwood Ave., Wheeling, W. Va...................... 
W Rimenovr, W. E. Chief Chemist, Bird Archer Co., 4337 
N. American St., Philadelphia, Pa..................... 
W River, Jane H. Director, Arizona State Laboratory, 
W CLareNcE EvcGene. 923 E. 60th St., Chicago, Ill... 
Rirrez, Georce A. Supt. Shinnston Water Board, Shinn- 
River, Cuas.R. Asst. Supt. Norwich Water Works, 7 North- 
APW Rineness, Henry. Supt. of Accts., Peoria Water Works Co., 
105 N. Monroe St., Peoria, Ill....................005. 
W Ristinz, G. W., Jr. Sect. & Treas., Shankland, Ristine 
& Co., 410 Boston Bldg., Denver, Colo......... Ms did 
Ritcniz, Epcar Gowar. Engineer of Water Supply, Met- 
ropolitan Board of Works, Melbourne, Australia....... 
PW Roaps, Grorce M., Jr. Supt., Panther Valley Water Co., 
Rossins, W. D. City Mgr., City Hall, Niagara Falls, N. Y. 
AP Roperts, Atrrep M. Wanakoh Water Co., 259 Delaware 
EartI. 1601 Second National Bank Bldg., Toledo, 
Roserts, Joun §., Jr. Borough Engr., Bristol, Pa........ 
W Roserts, Winiram J. Cons. Engr., 616 Puget Sound Bank 
W Rosertson, George Coox. Sanitary Engineer, 760 Avenida 
de Mayo, Buenos Aires, Argentina..................... 
PW Roserrson, Joun T. Engr., Consolidated Water Co., 712 
Rosinson, DeLBert W. 1200 Texas St., Fort Worth, Texas. 
Rosinson, Leonarp C. Supt. Water and Sewer Dept., 
Rosies, Gonzato. Gerente, Torreon Water Works, Rodri- 
guez Sur 10, Torreon, Coah, 
RockFrettow, D. E. Chief Draftsman, Distribution Div., 
ye +5 of Water & Power, 207 So. Broadway, Los Angeles, 

i 


June 5, 1926 


Jan. 30, 1924 


July 20, 1925 


Jan. 11, 1918 
June 19, 1920 


Oct. 19, 1914 
Jan. 6, 1928 


Mar. 26, 1927 
Apr. 23, 1927 


July 18, 1907 
June 6, 1927 


Oct. 31, 1929 


| 
| 
i Feb. 26, 192) 
Nov. 13, 1928 
i 
i W Reynotps, Orro 8. Water Works Engineer, 5447 Forest A 
Ave., Kansas City, Aug. 5; 1997 
APW Reyno.ps, Raureu W. Supt., West Palm Beach Water Co., 
Drawer B-25, West Palm Beach, Fla................... Nov. 15, 1926 4 
i W Ruoaps, A. L. Supt., W. Va. Water Service Co., Bluefield, 
, Ruopes, C. I. 820 Colusa Ave., Berkeley, Calif............. Oct. 22, 1924 
| APW Ruyne, C. E. Supt. Water Works, Gastonia, N. C......... Jan. 17, 1922 
} Ruynvs, C. P. Box 3816, Station A, Orlando, Fla........... May 14, 1912 
W Rice, Cyrus Wm. 617 Highland Bldg., Pittsburgh, Pa..... Oct. 5, 1924 
APW Rice, JoHnM. Cons. Engr., 411 Oliver Bldg., Pittsburgh, Pa.. June 8, 192] 
i APW Rict, P.D. Sweetwater, Water Corp., National City, Calif... Nov. 15, 1926 
PW Ricuarpson, CoartesG. Sales Mgr., Builders [ron Foundry, 
W Ricuarpson, H. H. 3219 West 62nd Place, Chicago, Ill..... Aug. 23, 1920 
| Dec. 27, 1928 
Aug. 23, 1920 
Dec. 5, 1918 
| 
June 17, 1926 
i Sept. 8, 1919 
i May 12, 1925 
i Sept. 6, 1912 
Oct. 22, 1926 
| Feb. 23, 1926 
| 
| 
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W Rocxwett, Wittarp F. Consulting Engineer, 400 No. 


APW Rover, Roswett M. Engrt., Bd. of Water Comnrs., East 

W Raymonp J. C. E., “Woolsey,” Asheville, 


PW Rosentuat, Heiman. Director, The Dallas Laboratories, 


2411 Harwood Street, Dallas, 
RosenTRETER, HerMAN. Engr. of Water Supply, City Hall, 

W ROSKELLEY, G. 0. Civil Engineer, Brigham City, Utah..... 
Routs, JamMes W. Bureau of Municipal Research, Athletic 
Club Building, St. Paul, Minn. ............... 
Rovut.epGe, Georce GRAHAM. Supt. Water Distb. Section, 
332 St. Clair Ave., E., Toronto, Ont.............0..005 

Rows, E. A. 543 Petroleum Securities Bldg., 714 W. 10th St., 
Los‘Angeles, Calif. ........ 


W Rowez,E. J. Supt. Water & Light 
ngineer, roadway, 


Rupp, Witu1am C. Dept. of Water Supply, Div. of Eng., 8100 
W. Warren Ave., Detroit, 


Rupperow, Maovrice B. Mgr. Merchantville-Pensauken 


Water Co., 13 W. Maple Ave., Merchantville, N. J..... 
PW Roz, J. A. Water Engr., Cent. Ill. Pub. Service Co., 1217 


W Ruse, Joun D. Director, Research Dept., Champion Fibre 

PW Rurr, Cuarutes F. C. E., 25 W. 48rd St., New York, N. Y... 
APW Rvueeates, A.V. Asst. to Sect., American Water Works Assoc., 


29 W. 39th St., New York, 
W Ropp, Dante. H. Water Department, City Hall, Oklahoma 


RusseLLt, ALEXANDER. V. P., Rochester & Lake Ontario 
Water Serv. Mew 2 440 Powers Bldg., Rochester, N. Y. 
W Russet, D. A. Chief Chemist, Youngstown Sheet & Tube 
Russet, Norman F. 8S. Drawer 306, Burlington, N. J..... 
Ruts, Epwarp D. Supt., Water Dept., City Hall, Lan- 
E. A. Dist. Engr., Rensselaer Valve Co., 743 Sub- 
way Terminal Bldg., Los Angeles, Calif................ 
Ryze, Joun. Asst. Supt., Passaic Consolidated Water Co., 
158 Ellison St., Paterson, N. ee 
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Feb. 14, 1928 
Oct. 18, 1923 


June 6, 1929 


Sept. 30, 1929 
Mar. 16, 1927 


May 31, 1927 
July 10, 1906 


May 18, 1913 
May 10, 1919 
Nov. 7, 1928 
June 3, 1918 


Mar. 12, 1908 
Feb. 20, 1924 


June 4, 1920 
Mar. 18, 1919 


Nov. 9, 1922 
June 3, 1921 


Apr. 23, 1927 
June 16, 1925 
June 14, 1923 
June 23, 1914 
Apr. 7, 1916 


Dee. 5, 1928 
July 15, 1929 


Aug. 16, 1920 
Oct. 14, 1922 
Sept. 21, 1927 


May 31, 1924 
Dec. 10, 1915 


May 1, 1922 


28 W Rogen, O. S. City Manager, South Pasadena, Calif.......... P| 
RoGERs, ot rma Commissioner of Water, 110 Cherry St., 
APW Rogers, ALBERT Manager & Engineer, Water 
07 Works & Sewers, Box 1185, Santo Domingo City, 
%6 APW Rocers, M. W. Engineer, Public Utility Commission, Box 
413, Carleton Place, Ont., 
16 PW Rocsns, T. M. Supt., City Water & Light Plant, Easley, 
2 W Roos, Cuarites M. Sect. and Supt., Cairo Water Co., Cairo, 
24 
= 
6 
W C. C. 8458. Wabash Ave., Room 606, Chicago, 
| 
) 
Oct. 31,1929 
Dec. 3, 1919 | 
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W Sasin, M. S. Asst. Sopiters Engineer, State Dept. of Public 

PW Sackett, Ropert L. Dean, School of Engineering, Penn- 
sylvania State College, State College, Pa.............. 
Sapnz,Samvuev. Civil Engineer, Heredia, Costa Rica, C. A... 

W Sarrorp, ArtHuUR T. Engr., Proprietors Locks & Canals, 
Broadway, Lowell, 

Sauispury, J. W. Civil Engineer, Chinchilla, Lackawanna 


W Sanporn, James F, Consulting Engineer, 30 Church St., Rm. 

W Sanverson, A. U. Supt. Toronto Filtn. Plant, Foot of John 

APW Sannquist, Emit. City Engineer, Havre, Mont............. 
Saunpers, Wm. E., E.M. Librarian, United Gas Improve- 
ment Co., Broad & Arch Sts., Philadelphia, Pa........ 

PW eter Mi Kay N. Civil Engineer, P.O. Box 518, Ruston, 


APW Cates Miuus. Mer. & Chf. Engr. Water Works, 
53 North Beacon St., Hartford, Conn.................. 


N. 
Sayer, Frep D. Supt., Brookville Borough Water Dept., 


W Scumrr, Jos. M. City Engineer & Water Works Supt., P. O. 
Box 


Apr. 6, 1928 


Nov. 21, 1912 
June 5, 1928 


Feb. 4, 192] 
June 13, 1924 
Apr. 29, 1929 
July 18, 1907 
Feb. 26, 1926 
Oct. 5, 1928 
Aug. 22, 1921 


June 9, 1920 
Jan. 17, 1927 


July 26, 1919 
June 28, 1926 
Oct. 31, 1929 
Mar. 18, 1916 


Aug. 30, 1920 
Apr. 22, 1914 
Dec. 20, 1928 
Aug. 9, 1916 
May 25, 1926 
Jan. 1, 1926 
Oct. 23, 1922 
Dec. 26, 1919 
Apr. 26, 1921 
June 15, 1926 
Apr. 16, 1926 
Apr. 10, 1926 
June 17, 1926 
Apr. 10, 1924 


| 
F PW Sauter, J. O. Southern mH Michigan Valve & Fdy. Co., 
1323 Candler Bldg., Atlanta, 
SALMOND, JAMES J. ner Canadian Engineer, 62 Church 
\ W Sampze, J. D. Vice Pres., McWane Cast Iron Pipe Co., Bir- 
SamvugEL, T. D., Jr. Chief Engr. and Supt., Water Dept., Cit 
| 
P 
SavaGe, Hrram Newton. Hydraulic Engr., 524 F. St., San 
h APW SaviILLe, THORNDIKE. Prof. of Hydrau. & San. Engr., Univ. 
i of No. Carolina, and with Dept. of Conservation & I 
i W Scarritt, Exwoop W. Chief Chemist, Reiter Co., 57 North 
W Scarru, SraNtLAnp. Supt. of Water, Light & Power, Fair- 
W Supt. Highland Water Works, Co., Highland, 
i Scuarrr, Maurice R. Consulting Engineer, First National 
PW G. 925 W. Susquehanna Ave., Philadel- 
Scuzrer, Freperick G. Asst. Engr. Bureau of Water, 
i AP Scutepe., C. W. Sect.-Treas. & Gen. Mgr. Water & Light 
* P Scuuicut, Joun C. Supt. of Pipe System, Hackensack Water 
i Co., 624 Park Ave., Weehawken, N. J................. 
hb PW Scumip, T., Jr. Asst. Sanitary Engineer, 10404 Sangamon 
= Cuaries F, Engr. of Distribution, Water Dept., 
1688 E. 84th St., Cleveland, 
PW Witu1AM R., C.E. Engineer Bureau of Water, 
242 8. Madison St., Allentown, 
. 
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Scunziper, Ernst J. Supt., City Street & Water Dept., 

W ScunempER, GEORGE. i Monroe City Water Dept., 125 
W. Russell Street, Monroe, Wisc...................... 

W Scunerwer, J. Gen. Mgr., Bettendorf Water Co., 
ScuoLL, CHARLES. Supt. Water Dept., New Castle, Ind..... 


Scnotz, Ropert O. Senior Engr. Division of Water, 45 


Seymour Ave., Newark, N. Ju... 

W Scnonert, Cas. O. Supt. Water Works, Hammond Water 
Department, Hammond, 

W ScnoonmakerR, Georce N. 1609 North Erie St., Toledo, 

ScuroepEeR, E. C. Manager, Water Works Plant, 617 N. 
10th St., Manitowoc, 
Scuuck, H. W. Supt., Water Department, 804 Bayswater 
Avenue, Burlingame, Calif. 

W. Com troller, Community Water Service Co., 


A Scuutz, F. 
Coder &., Now N. ¥. seid 
ScuumpERT, Homer W. P. 0. Box 333, Newberry, S. C.... 
A Spanae, o. B. ‘Utility Acct., 531 County City Bldg., Seattle, 
PW Scuuruer, Editor, “Western Construction News,”’ 
114 Sansome St., San Francisco, Calif.... ............. 
PW Scuwase, Waiter P. P. & M. The Thompsonville Water 
Co., 15 Central St., Thompsonville, Conn.............. 
Somraget Frank. Supt., Gas & Water Depts., Clearwater, 


Scuwartz, M. H. Chief Engr., Vincennes Water Supply 
Co., 19 W. Scott St., Vincennes, Ind................... 
PW Evaene. Supt., City Water Dept., Rochester, 


Scuwepre, New Canaan, Conn......... 

A Scuwier, Ermer C. Auditor, Water Co., 113 
Monument Circle, Indianapolis, Ind................... 
Scortetp, C. L. Canadian Fire Underwriters Assn., 524 


St., East, Welland 

APW Scort, Rossrrer, S.,M. E. With Nicholas S. Hill, Jr., 112 E. 

W Scorr, Watrer M. Chairman of Commissioners, Greater 
Winnipeg Water Dist., New Civic Offices, Winnipeg, 

W Scorr, WarrEN J. Director, Bureau of Sanitary Engineer- 
ing, Conn. State Dept. of Health, Hartford, Conn..... 

W Seery, Francis J. Prof. Hydraulic: Engineering, Cornell 
niv., 504 University Ave., Ithaca, N. Y.............. 

Seipert, Joserx. Supt. Water Works, St. Cloud, Minn...... 
PW Seuieman, Fevrx. Pump Station, Duluth, W. & L. Dept., 

Sentor, Samuet Parmer. Pres. & Engr. Bridgeport Hyd. 

W Senseman, H. L. Supt., Water Department, Box 604, Iron 
Mountain, Mich 
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July 30, 1925 
June 16, 1925 


Nov. 24, 1924 
Apr. 4, 1929 


Feb. 19, 1916 
May 28, 1926 
Aug. 22, 1021 
Aug. 26, 1924 
June 6, 1927 


Sept. 30, 1929 
Aug. 24, 1925 


Jan. 31, 1929 
Mar. 6, 1926 
Nov. 3, 1914 
Mar. 31, 1927 
May 28, 1924 
June 13, 1929 


June 6, 1927 
Mar. 23, 1928 


Dec. 29, 1924 
Apr. 22, 1920 
Nov. 27, 1920 
Feb. 28, 1928 
Mar. 4, 1922 


Mar. 11, 1914 
Oct. 14, 1922 


Nov. 3, 1919 
June 5, 1912 


June 11, 1924 
July 10, 1906 
May 24, 1927 


|_| 
Scuwapa, JoserH P. City Engineer, 923 49th St., Milwaukee, 
= Montreal, Canada.................... 
W Scort, J. Soetpon. Chemist in Charge, Purification Plant, 
1623 State St., Steubenville, Ohio...................... k 
Scort, Joun Russety. Ross & Scott, Civil Engrs., 89 Main { 
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PW Serxkes, Meyer. 1324 Goodfellow Ave., St. Louis, Mo...... 
W Sevier, Roscor. Asst. Sect., Los Angeles County Water 

W SHANEMAN, Frep C, 514—4th Avenue, Seattle, Wash........ 
SHaner, Georce A. Chemical Engineer, The Carter Oil Co., 


W Suaw, Frank Russevu. Sanitary Engineer, U. 8. Public 
Chicago, Ill... 


SHaw, HarryB. Hyattsville, 
Saaw, Waiter A. State Public Utilities, 1509 Farwell Ave., 


PW Suerman, LeRoy K. Pres. 
First National Bank Bldg. Chicago, 

APW Suerrerp, Morris R. Cons. Engr., ept. Street & Public 


Gas & Elec. Por, 48 Smith St., Rochester, N. Y...... 

APW SHormaker, G. E. Gen. Mgr., Water Works, Waterloo, 

P SHonerp, R.E. Asst. Chf. Mechanical Engineer, 1006 Hall of 
Records, Los Angeles, 

W Snowe tt, E. B., Jr. Dupont-Rayon Co., Drawer B, Station 

APW Snot, J. W. Engineer, City Water Dept., 509 Market St., 


W Sicxet, H. B. Auten. Cons. Engr., 2195 Fairfax Road, 

W Sresert, Curistian L. Executive Engr., Penna. Sanitary 
Water Board, Harrisburg, 

Sreviz, Apotpa G. Asst. Engr., Water Dept., 480 East 124th 

APW Srems, V. Bernarp. Vice President & Chief Engineer, 
sotene Water Works Corp., 11 Broadway, New York, 


W Ss, R. B. Supt. Water Works, Spartanburg, 8.C........ 
W Simons, Grorcs W., Jr. San. Engr., 364 Avondale Ave., 


May 25, 1926 


Sept. 16, 1927 
Jan. 17, 1928 


Feb. 24, 1928 
Nov. 13, 1928 
Feb. 10, 1920 
Mar 24, 1926 
June 29, 1928 


June 29, 1928 
Apr. 2, 1923 


July 10, 1906 
Feb. 16, 1924 
May 14, 1914 
Sept. 10, 1924 
June 7, 1897 
Sept. 1, 1915 
May 17, 1899 
July 14, 1920 
Mar. 5, 1929 
June 5, 1911 
June 29, 1928 
Nov. 10, 1925 
Nov. 24, 1924 
July 22, 1927 
Feb. 8, 1926 
June 13, 1921 
May 11, 1916 
May 24, 1922 
July 23, 1920 
Feb. 4, 1929 
Sept. 11, 1924 


APW 


P 
A 


| 

‘1 W Swaner, Harry Linpen. Commissioner of Public Works, 

City Hall, Winston Salem, N. 

i APW Swaron, Join J. Spring Valley Water Co., 425 Mason Street, 

W Suarp, A. S. Mgr. & Sect., Leadville Water Co., 719 Harrison 

Saw, Cirark H. Chf. Engr., Long Beach Water Dept., 607 

City Hall, Long Beach, Calif.......................4.. 

L. 605 Broad St., Room 901, Newark, 

Snerman, Coartes W. Metcalf & Eddy, 1300 Statler Bldg.., 

| PI 

mprovts., City Hall, Newark, N. J... 

W Kennertu. California Filter Co., 514 API 
Fourth Ave., Seattle, ‘API 
4 Suretps, W. S. Messrs. Shields, Jordan & Roe, 205 W. Wacker 

Surpman, H. Corp. Engr., Lehigh Coal & Naviga- 

i F tion Co., 624 North Main St., Bethlehem, Pa.......... 

P 

P 

= = Asst. Engr., ater, 

Newark, N. J 

APW Stmmpson, J. H. 4770 Wallingford Oakland Staton, 
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W Simpson, Natuan A. Asst. Bact. Bureau of Water, 3818 Lan- 

caster Ave., Philadelphia, 

SinateToN, M. T. Civil Engineer, P. O. Box 1878, Atlanta, 

W Sxipmore, James E. Local my os dro Electric Power Com- 
mission, Cobourg, Ont., Cana 


W Staventer, J. M. Supt., Water Works, Meridian, Miss..... 
Stepper, Wm. H. 163-24 Shelton Ave., Jamaica, N. Y...... 
PSmaut, Swney S. National Meter Co., 645 Santa Fe St., 


W Smatsuar, A. J. Columbus Water Works, Columbus, Ga.... 
Smart, E. E. Commissioner of Water Sanitation, Mineral 

APW SmepserG, C. W. Water Dept., Greensboro, N.C........... 
APW Smiuart, Manuio A. Electrical Engr., Electric Bond & Share 
Rector St.; New York, N. 

W Situ, AtBpert B. 34 East Grand Ave., St. Louis, Mo...... 
Smitru, ArTHuR. East Ely, 
SmitH,ARTHURH. 100 Beechwood Ave., Bound Brook, N. J.. 

PW Smitu, Cuester A. Cons. Engr., Burns-McDonnell-Smith 
Engr. Co., 422 Western Pacific Bldg., Los Augeles, 

PW Situ, E. E. Manager, Boise Water Corp., Boise, Idaho. ... 
PW Situ, E.H. V.P., New Jersey Water Co., 610 Station Ave., 

PW Suira, EtroyG. Cons. Engr., 313 Herald Bldg., Augusta, Ga. 
AP Smiru, Hat F. Head Clerk, Water Consumers Accts., Dept. 
of Water Supply, Detroit, Mich....................... 

Smitu, L. B. Civi Engr., 564 No. Main St., Greensburg, 


Ve A. Supt. Water Works, City Hall, Madison, 

M. C. in Charge Bureau Water & Electricity, 
Room 109, City Hall, Richmond, Va................... 

W Suir, Mitton Perry. Supt., Parks & Public Property, 

PW Smitu, Dr. O. M. Chemistry Dept., A. & M. College, Still- 

Smirn, P. A. Treas., The A. P. Smith Mfg. Co., 66 Stanley 

W Smirn, R. J. Mgr., Sect.-Treas., Perth Hydro-Electrie Sys- 

P Smita, Samuet H. Electrical Engineer, Red Rock Bldg., 


Smita, W. Austin. Cons. Engr., 1210 Cherry St., Jackson- 
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June 6, 1927 ., 


Sept. 18, 1925 
Mar. 16, 1926 
July 31, 1924 
Mar. 14, 1921 
Apr. 10, 1926 
May 11, 1927 
Jan. 26, 1926 
Apr. 11, 1922 

ay 28, 1924 
May 16, 1923 
Aug. 15, 1929 


Aug. 29, 1923 
Dec. 26, 1916 


June 6, 1927 
Dec. 11, 1922 


Oct. 21, 1929 
Jan. 25, 1926 
May 20, 1925 
May 8, 1918 


Sept. 27, 1924 
Apr. 23, 1927 


Apr. 20, 1924 
June 16, 1920 


June 30, 1929 
July 26, 1915 
May 17, 1916 
May 12, 1925 
Apr. 23, 1924 
Feb. 24, 1928 
May 31, 1927 
June 10, 1911 
Sept. 30, 1929 
Dec. 22, 1926 


6 
8 
8 
APW SKINKER, THOMAS JULIAN. ngr. in arge of Distribution 
) SKINNER, ALFRED E. Western Mgr. Pitometer Co., 5311 
Kenmore Ave., Chicago, 
; W Skinner, Hervey J. Pres., Skinner, Sherman & Esselen, 
Inc., 246 Stuart St., Boston, Mass..................+.. 
} Skinner, JoHN F. San. Engr., 52 City Hall, Rochester, 
. W Stack, Morris C. Engine Terminal, N. Y. C. R. R. Co., 
W chi Ls O. Smith-Emery Co., 920 Santee St., Los Angeles, 
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APW Smits, W. Cunnear City Engineer, City Hall, Oshawa, 

PW Snivow, Herman W. Asst. Engr., State Board of Health, 

Snyper, Freperic AnTEs. 105 Carnegie Ave., East Orange, 


Spencer, C. A. Pape. Mountain Water Supply Co., 502 First 
Natl. Bank Bldg., Greensburg, Pa..................... 

Spencer, Percy S., A.M.I.C.E. 24 Cold, Burryport, 
Carnarthenshire, South Wales, England................ 

W Sperry, Waurer A. Director of Public rvice, 630 Pleasant 
St., S. E., Grand Rapids, 
SpirzNaGEL, JoserH. Supt. of Water & Light, Box 643, 

W Srausirp, James A. Inspection Agua Potable, Augustinas 

W Sranrigetp, A. C., C. E. Pama, 
PW Stanuey, Wiiu1am E. Pearse, Greeley & Hansen, 6 No. 
Michigan Ave., Rm. 1710, Chicago, Ill................. 

W Srannarp, Jay L. 212 City Hall Annex, Tacoma, Wash..... 
W SrarkeE, Wituram. Supt. of Municipal Water Dept., 416—3rd 
St., City Hall, San Bernardino, Calif.................. 

PW Srarr, Ronatp H.’ B. A. Sc., Engr., Water, Light & Power 
Comm., Box 708, Orillia, Ont., Canmada................ 

APW StartTze., R. C. Supt. of Water Works, 224 West Mahoning 

Srava, Wituiam. Asst. Engr., Calif. R. R. Comm., Hyd. 
Divn., 2927 Regent St., Berkeley, Calif................ 
Stearns, Harrineton P. Queens Co. Water Co., Far Rock- 


N. J 
St., Philadelphia, Pa. 
W Srernnaver, E. Local Manager, Redding District, alifornia 


Stern, M.R. Gen. Mer. Bartlesville Water Co., Wheeling 
Bank & Trust Bldg., Wheeling, W. Va...............+. 
Srerosky, Joseru. Supt. Water Dept., 909 Oak St., Port 


Feb. 8, 1926 
June 17, 1926 
Mar. 13, 1920 
Nov. 10, 1925 
Nov. 30, 1928 
July 16, 1923 


"Nov. 18, 1925 


June 17, 1926 
July 29, 1924 
Jan. 8, 1915 
June 10, 1920 
Oct. 10, 1919 
May 3, 1922 
Dec. 5, 1914 
June 6, 1927 


Apr. 9, 1925 
Dec. 24, 1914 


Nov. 9, 1922 
Oct. 20, 1926 


Nov. 15, 1926 
Jan. 16, 1920 
Dec. 20, 1927 
May 17, 1927 
Jan. 22, 1914 


July 29, 1929 
May 26, 1925 


May 26, 1927 
Apr. 21, 1916 
May 24, 1920 
Jan. 19, 1926 
Feb. 17, 1927 
May 28, 1924 


N. J 
i W Snyper, M. K. Prof. of San. Engineering, State College of 
ik W Snyper, S. B. Supt. Water Works, 105 S. Madison St., 
PW. Sotomon, GaBriEL R. Pres., Solomon, Norcross & Keis, P 
O. Box 1917, Fort Lauderdale pre 
W Spa.pinG, Gro. R. Asst. Filtration & Sanitation, 
Hackensack Water Co., New Milford, N. J............ 
W SpavutpinG, Cuarues H. Water Purification, Dept. of 
i Water Light & Power, Springfield, Ill.................. 
E. Municipal Bldg., Room 2224, New York, 
W Speier, Frank Newman. Metallurgical Engr., 1802 Frick I 
AP Steetman, Etmer 8S. Megr., Ocean City Water Serv. Co., 
W Sreruen, Enc. Lr. Cmpr. Cuarues, R.N. Supt. Engr., 
PW Sreruenson, Frank H. Water System, 16210 Prince- 
: APW Srepuenson, J. R. Superintendent City Water Works, Elk- 
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W Srevens, Harotp C. Consulting Engineer, 266 Fulton Ave., 


W SreveNson, Raupu A. Filtration Division, 3425-V. 
St., Sacramento, 


W Sesvanson, W. L. Chief Engr., Penna. State Dept. of 


P Stewart, Exton P. Division ae of Operation, Dept. 
ater Supply, State Tower 

STewaART, Spencer W. Pres. Ambursen Constr. Co. Inc., 
Grand Central Terminal Bldg., New York, N. Y........ 

PW Stickney, Grosvenor W. City Engineer, 215 So. Washington 

PW SrittweLt, Howarp. 231 Healey Bldg., Atlanta, Ga........ 
Stock, Rotanp H. Civil & Hydraulic Engineer, 511 Thornton 

Stopart, J. Water Works Engr., City Engineer’s Office, 

W Srompter, OrroF. Superintendent Langhorne Spring Water 

W Strong, E. W. Analyst, Pueblo Water Works, P.O. Box 818, 

AP A. 1112 Hollingsworth Bldg., Los Angeles, 


‘ ., City Water Works, Corvallis, Ore.... 
B. 7208 Hazel Ave., Bywood, Upper 

W Srreerer, H. W. San. Engr., U. 8S. Public Health Service, 
Third & Kilgour Sts., Cincinnati, Ohio................ 

PW Srricxianp, G. Hupson. Supt., Filtration Div., Essex 
Border Util. Comm., Ford City, Ont.................. 

W Srrocksine, WALTER. Chemist, ureau of Water, City 

W Srroumeyer, Josepn 8. Asst. Civil Engr. Water Dept., 5007 
Wilson Ave., Baltimore, 
Struruers, D.L. City Manager, Gastonia, N.C............ 

W Supueimer, Greorce C. Commissioner of Finance, 117 
Court House, St. Paul, Minn....................-..05. 

W Sune, L.D. Suhr, Berryman, Peterson & Suhr, 130 N. Wells 
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May 9, 1914 
Sept. 14. 1927 
‘May 1, 1922 
Jan. 5, 1925 
May 28, 1926 
Oct. 30, 1926 


May 6, 1926 
Feb. 4, 1921 


June 6, 1927 
Oct. 31, 1928 


Feb. 8, 1928 


June 24, 1929 
Dec. 16, 1922 


Jan. 6, 1926 
July 22, 1916 


Jan. 2, 1924 
Dec. 16, 1915 


Feb. 4, 1929- 
Mar. 11, 1915 
Oct. 7, 1919 
June 3, 1912 
Dec. 29, 1924 


Feb. 8, 1923 
Nov. 30, 1928 


Dec. 8, 1923 
Apr. 16, 1915 
Mar. 27, 1929 
June 6, 1927 
May 11, 1922 
Dee. 923 


Mar. 13, 1925 


|_| 
W Srewarrt. C. Supt., Water Co., 316 S. Mul- 
Stewart, E.B. Electrolysis Engineer, East Bay Water Com- 
pany, P. O. Box 458, Oakland, 
PW Srewakt, gE. J. Engineer, Fire Protection, 701 Jackson St., 
6 
4 
0 
9 
Sronz, R. D. 400 Chestnut St., Philadelphia, Pa........... P| | 
W Srorey, Grupert C. Sec. Mgr., Water Commissioners, City 
AW Srorriez, C.E. Confederation Life Bldg., Room 625, 
W W.,C.E. N. H. Pub. Serv. Comn., Concord, 
IN. 
| PW ani Freperick H. Crescent Hill Filters, Louisville, 
APW SrraD.inG, Warer Works Con ©. 
W Srranea, Joun A., C.E. Wallace & Tiernan Co. Ine, 223 E. 
a Mar. 28, 1928 
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Surror, Roy B. Supt. Public Service, Walnut Ave. & 6th St., 


W Sotuivan, C. J. Supt. Water Works, 319 Second Ave. North, | 

PW Sututvan, E. C. U.S. Public Health Service, 701 Baronne 
t Bldg., 305 Baronne St., New Orleans, La.............. Apr. 14, 1924 
t W Sumner, R. 8. 845 York St., Denver, Colo.................. Feb. 28, 1925 


W Souter, Russe. Sr. Asst. Engr.,Cons. Comn., Albany, N.Y. Oct. 9, 1914 
W Surers, Frank. California Water Service Co., 1029 Hunter 


Dulin Bldg., San Francisco, Calif...................... July 11, 1927 y, 
ScTHERLAND, [AnM.,M.C.E, Engineering Draftsman M. M. 
B.W., 110 Spencer St., Melbourne, Australia........... June 16, 1920 P 
SuTHERLAND, Oscar. Asst. Supt., Water Dept., Sioux City, 
W Surron, Roy E. Superintendent of Water Works, Route 4, 
Swaas, S. M. Cons. Engr., City Hall, Room 210, Phila- 
j Swanson, H. E. Supt., Water & Light Dept., Jacksonville, 
PW Swartz, Martin. Supt. Water & Light Comn., Green- 
W Swearinaen, C. V. Chemist, City Water Company, Chatta- 
W Sweet, E. O. Birmingham Water Works Co., Birmingham, er 
SwinDELts, J. Springer. Cons. Engr., 5 Beekman St., | 
f PW Switzer, Jonn A. Cons. Engr., Prof. Hydraulic & Sanit. 
Eng., University of Tenn., Knoxville Tenn........... May 10, 1915 


Symonps, Georce B. Filtration Works Superintendent, 
Mount Charlton, The Caves, North Coast Line, Queens- 


PW Symonps, Henry A. Hydraulic Engineer, 70 State St., Bos- 
Symons, Jonn Q. Foreman Operator, 2082 Main St., San 
PW Symons, M. M. Chief Engr., Interstate Water Co., 1009 West 
Fairfield St., Danville, Ill..............0cceeeeeeeeenes Feb. 8, 1915 PI 
Taser, Georce A. 73 Cornhill, Boston, Mass.............. June 3, 1912 
PW Tainter, F. S., 84 Pine St., New York, N. Y............+:.-. Oct. 4, 1919 
Tait, RoBert 8. Superintendent of Water, 14 California St., 
PW Taxevucui, R. Chief Engineer, Municipal Water Works, APY 
W Tarsot, Artuur N. Prof. Municipal & Sanitary Engr., 
University of Tilinois, Urbana, Aug. 22, 1894 
P Tavsor, Earte. V.P., Hackensack Water Co., Box F., 
Tanco, H. Gomez. Civil Engineer, Apartado 151, Bogota, 
PW Tanner, Harry L. Cons. Engr., Rawson St. & Nelson Ave., 
i W Tanner, I. B. Supt., Water Service Dept., Jos. E. Nelson & 
Sons, 3240 S. Michigan Ave., Chicago, Ill.............. Sept. 5, 1919 PH 
APW Tarse.t, W. P. City Engr. & Supt. Water Works, P. O. Box 
W Tarpett, Ratpx E. U.S. Public Health Service ‘‘C’’ Bldg., 


j 16 Seventh St., S.W., Washington, D. C................ July 5, 1921 
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4 if 
in 
& 
207. 


AMERICAN WATER WORKS ASSOCIATION 87 


Tator, ArTHUR R. Pure Asphalt Products Co., 136 Cator 
Avenue, Jersey City, N. J........... Nov. 29, 1924 

Tay, Samuen Wricut. San. Engr., Territorial Board of 

Health, Hawaii, 2413 Lower Manoa Road, Honolulu, 

Taytor, ArTHUR. Cons. Engineer, 743 Petroleum Securities 
Bid ., 10th & Flower Sts., Los Angeles, Calif.......... July 31, 1924 

W TayYLor, re R. San. Chemist, 135 Jefferson Ave., Scranton, 


, New Bedford, Mass..............0.cceeceeeseues June 3, 1919 


W Tennant, C. W. Dist. Mgr., Western United Gas & Elect. 
Co., Murphysboro, Ill....... Feb, 24, 1928 
W Tenny, M. K, Chemist, Des Moines Water Works, 10th & 
Locust Sts., Des Moines, Feb. 17, 1927 
Tuacker, E. H. Asst. Supt., Meter & Service Dept., Water 
Dist. Div., Dept. of Water & Power, 610 W. 48th St., 
Los Angeles, Oct. 31, 1929 
P Tuang, H. 8. Supt. Water Department. Missoula Public 


3rd & Kilgour Sts., Cincinnati, Ohio................... Dec. 15, 1925 
Tuomas, 5915 Springfield Ave., Philadelphia, Pa. Aug. 29, 1923 q 
Tuomas, Davin S. Inspecting Engineer, Board of Fire Under- 
writers of the Pacific, P. O. Box 1373, Butte, Mont.... Feb. 7, 1927 i] 
Tuomas, E. J. Cons. Engr., Box 613, Minot, N. Dak........ Dee. 11, 1922 
27 Tuomas, Epcar. Superintendent, Yreka Water Depart- 
21 Tuomas, M. L. Superintendent Water Works, Gillette, 
P. O. Box 333, Waterville, Me..........cccceessccenners June 26, 1919 
logical D. ©... Sept. 24, 1924 
19 Co., 474 Glisan St., Portland, Ore..................... Dec. 20, 1927 ; 
APW Tuompson, Leonarp N. Gen. Supt. & Engr., Water Dept., { 
W Tuompson, Rupoten E. Asst. Chemist, Filtration Plant, 
94 596 Milverton Blvd., Toronto, Ont............. ...... Mar. 16, 1922 | 
20 224-226 Atlas Bldg., Des Moines, Iowa................. May 24, 1927 
124 R. F. D. No. 4, Dayton’s Bluff P. O., St. Paul, Minn.. Mar. 13, 1925 
98 State Dept. of Health, Elsmere, N. Y................. Oct. 16, 1925 
Log 600, Leningrad, U.S. 8. seuss Jan. 1, 1921 
128 Magnolia Ave., Daytona Beach, Fla................... Dec. 22, 1926 


21 of Health, Charleston, W. Va.............0.e00cceeees Aug. 26, 1916 


o 


Ss 
Sak 
a 


AP Tartor, STEPHEN | 312 al 
| VARREN ©. Assoc. Prof. o lvl nion 
THERIAULT, EMERY J. Chemist, U.S. Public Health Service 
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Tirsuaw, Ernest P. Box 1814, Atlanta, Ga................ 
icc. nga Supt. Elec. Light & Water Works, Austin, 


W Touson, ALBERT. Supt. of Filters, 206 Rochelle Ave., Phila- 
ToMLINSON, Sam. 100 Robinson Road, Singapore, 8. 8........ 
W Toms, R. G Mgr. Marion Water Co., Marion, Iowa.......... 
TonneEy, Frep O. Director of Laboratories & Research, 


Dept. of Health, 712 City Hall, Chicago, Ill........... 

W Trace, V. E. Supt. Water Works Dept., ity Hall, Santa 
TravuGerR, Georce W. Supt., Lindsay Strathmore Irrigation 
Travis, F. M. Pres., The Torrington Water Co., P. O. Box 


W Trax, E.C. Chemist, Filtration Plant, McKeesport, Pa.... 
TremBiay, J. A., C.E. Engr., Water & Sewerage -Dept., 98 


W Trisvus, Louis Lincoun, C.E. 15 Park Row, New York, N. Y.. 
W Trice, M. F. Assistant Engineer, State Board of Health, 

W Trimsie, J. Engr., Water Dept., 85 
TrowspripGe, Cuartes E. Amer. W. W. & Elec. Co., 50 

True, Sanitary Engr., Proximity Mfg. Co., 
Denim Branch, Greensboro, N. 

W Truman, Cuester A. Supt., Northfield Land & Water Co., 
3011 N. Tejon St., Colorado Springs, 


Municipal Building, New York, N. Y.. 
W Tyuer, O. Z. Superintendent Water Dept., City Engineer 
Tyner, E. 8. Supt., Water Works, Plant City, Fla......... 
W Bernard L. Supt., Water Works, Manhattan, 
W_Ursarn, 0. M. Director, Urbain Laboratories, 12 No. 3rd 
Urveta, Epvarpo, F. Chemist & Filter Operator, Apartado 
No. 186, Barranquilla, 

Vari, Cuartes D. Mgr. Improvements & Parks, City Hall, 


P VaLenzveta, Jutio Carrizosa. Rector de la Facultad de 
Matematicas e Ingenieria de Colombia, Apartado No. 
W VanArnum, Wituram I. Supt. Filtration, 374 Glenwood 


Ave., Youngstown, 
Van ArspALE, Greorce A. Water Superintendent, Hugo, 
Van Benscuoren, Jay. Mechanic & Water Works Engr., 32 
Front St., W., Toronto, Ont., Canada. ... 


Mar. 16, 1927 
June 18, 190] 
Aug. 1, 1923 
Jan. 29, 1916 
Aug. 28, 1928 
July 23, 1920 
Nov. 18, 1925 


July 20, 1917 
June 9, 1911 


May 28, 1924 
May 12, 1906 


Nov. 19, 1927 
May 15, 1924 
Mar. 28, 1929 
Aug. 28, 1922 


Dec. 27, 1926 
Oct. 10, 1929 


June 6, 1922 
Nov. 19, 1927 
July 10, 1916 
June 17, 1926 
Apr. 22, 1929 
Feb. 20, 1922 
Oct. 31, 1929 
Sept. 30, 1929 


Jan. 8, 1921 


July 13, 1929 
Feb. 7, 1922 
Apr. 10, 1926 
June 10, 1928 


API 


To.ies, Frank C. Civil & Sanitary Engineer, 1149 Leader- 
PI 
PI 
API 
Pi 
P URNER, A. Supt. Water ight, Marietta, Ga.. ........ 

W Turner, J. W. Superintendent, Waterworks, Edmonton, ] 

W Turre, George J. Board of Water Comnrs., 1509 Cleve- 
J 
AP 
AP 
J 
API 
API 
1 


AMERICAN WATER WORKS ASSOCIATION 


W VanBrunt, W. D. Pres. Water Works Co., Southampton, 


W Van Cieave, Sam M. Supt., City Water Works, City Hall, 

APW Van DEN Bera, C., Jr. Vice Pres., Alabama Water Co., 1019 
American Trust Bldg., Birmingham, Ala............... 

PW Van Deusen, E. J. Supt., Water Works, 21 Pearl St., 

P Van Doren, Wa. TuEo. Water Engineer, Bryant St. 

Van Gitper, L. Engr. & upt. Water Dept., City Hall, 

Van Gorpver, J. R. Eastern Sales Manager, Neptune Meter 
ompany, 50 E. 42nd St., New York, 
VanKevren, C. A. Chief Engr., Water Dept., City Hall, 

APW Van Liew, Wm. M. Water Pups, Okanogan, Wash.......... 
PW Van Loan, Seta M. Deputy Chief, Bureau of Water, 709 City 


Van Niexirk, R. Gen. Mgr., Indian Hume Pipe Co., Ltd., 
Phoenix Bldg., Ballard Estate Bombay, India......... 

Van Trump, 8S. N. Chief Engr. & Supt., Water Works, Wil- 

PW Vavuaun, W. H. Water Superintendent, Fort Smith, Ark... . 
APW Veapen, Exon F. Supt., Ohio Water Service Co., Massilion, 

PW Veatcu, N. T., Jn. Cons. Engr., 701-5 Mutual Building, 
Vapres, NarcissE J. A. City Manager, Shawinigan Falls, 

W Vapi, Cornetius C., C.E. 38 Park Row, New York, 


Voicsik, Lipor, C.E. Budapest IX, Ulloi ut 69, Hungary... 
o. Highland Ave., Los Angeles, 


W Wacuter, LeonarD M. Chemist, Dept. of Health, 192 

W Wanpe.t, W. H. Supt:, Water Works, International Petro- 
leum Co., Negritos, Talara, Peru, 8. A...............5 
Supt., Carlisle Gas & Water Co., Car- 
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Aug. 23, 1920 
May 17, 1928 
Apr. 10, 1926 
Apr. 23, 1927 
Feb. 14, 1925 
May 18, 1926 
July 10, 1906 
Mar. 20, 1922 
May 23, 1923 
Dec. 26, 1928 
May 12, 1914 
Oct. 29, 1928 


Feb. 7, 1916 
June 6, 1927 


Mar. 25, 1929 
Dec. 16, 1915 
Feb. 7, 1927 
June 8, 1909 
June 5, 1926 
May 16, 1916 
May 3, 1911 


June 23, 1928 
July 31, 1929 


Feb. 8, 1926 
July 19, 1926 


Oct. 18, 1926 
Mar. 13, 1925 
July 23, 1920 
Jan. 19, 1924 


Mar. 16, 1922 
Oct. 9, 1928 
May 12, 1925 


1 P Van Camp, R. K. Commissioner, Works, Bradenton, 
3 
6 
) 
| 
} 
| 
| 
| VeRSLUIS, Jas. J. Construction Engineer, 403 City Hall, 
P VERTEFEUILLE, JOSEPH A toy Bldg., Brooklyn, N. Y. 
W Vest, W.E. Supt. Water Works, Charlotte, N.C........... 
PW ay 7 DE M., C.E. Caixo Postal 70, Campos, Brazil, 
APW VoELLMECK, J.W. Water Works, Coeur d’ Alene, Ida. 
APW Witt1aM E, Southern States Power Co., 100 W. 
APW Votimar, Orro. Director, Dresden Water Works, Brock- 
hausstrasse 3, Dresden, N. 8, Germ.................... | 
APW Yon Greyerz, C.E. Capt. Royal Swedish Corps | 
Engrs., Humlegardsgatan 29, Stockholm, Sweden... .. 
APW Vossury, W. DeWirrv. & Sanitary Engr., 509 
| 
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Waener, A. H. Supt., Public Water Works Dist. *2, 119 E. 
Abriendo Ave., Pueblo, Colo. 

W Waener, C.F. Engr., Oregon Insur. Rating Bur., P.O. Box 

W Waaner, Epwin B. Supt. Water Works, Downingtown, Pa.. 
W Waener, Henry F. Chief Chemist, Bureau of Water, Filtra- 
tion Division, Buffalo, N 

APW MAOrEe, paenane . Supt. & Engr. Dept. of Water, Lynch- 
Wa.prop, George G. Secretary, Water Works, Room 3, City 
WALKER, Cart C. Civil Engineer, 511-12 Hartman Bldg., 

W Watker, Exton D. Prof. of Hydrau & San. Engineering, 
Pennsylvania State College, State College, Pa......... 

APW Wa ker, Isaac8. Vice Pres., Scranton-Spring Brook Water 
Service Co., 30 No. Franklin St., Wilkes Barre, Pa..... 
Waker, J. E. Royal Societies Club, 63 St. James St., 

Wa ker, Lewis Dewar. Water Works Engineer, Canadian 
Fire Underwriters Asso., Metropolitan Bldg., Toronto, 


Co., 417 So. Hill St., Los Angeles, Calif............... 

W Watuace, Witt1aM M. Filter Supt. & Chief Chemist, Filtra- 
tion Plant, Water Wks. Park, Detroit, Mich........... 

Watsu, Joun H. 265 Burnside Ave., East Hartford, Conn... 
Warp, Cuartes Maxweu. Cons. Engineer, E. Laurie Co., 
115 Stanley St., Montreal, P. 

W Warp, Jor E.,C.E. Montgomery & Ward, Cons. Civil Engrs. 
545 Harvey-Snider Bldg., Wichita Falls, Texas......... 

Superintendent Water Works, Niagara 


APW Warxins, C. 
anica 


Warxins, Toomas. Mec 1 Engr., 


. 10, 1928 
. 30, 1925 


22, 1921 
12, 1914 


. 8, 1919 
. 10, 1926 
. 26, 1924 


18, 1906 


. 25, 1919 
. 12, 1926 


. 10, 1921 
. 25, 1929 


7, 1904 


81, 1929 


5, 1922 
28, 1924 


10, 1920 
17, 1926 
8, 1916 


. 23, 1915 
. 25, 1927 


24, 1922 


. 16, 1927 
. 20, 1920 


6, 1920 


. 11, 1922 


APW 


APW 


Mar " 
Nov 
Apr. 
May W 
No 
Ap AP 
Jan 
July W 
Nov = 
P Waker, WALTERE. Chief Engr., Water Works, North Road, 
PW Watt, EpwarpE. 5361 Pershing Ave., St. Louis, Mo........ June 
Wau, V. M. Pacific Coast Mgr., National Cast Iron Pi W 
Apr. W 
vay 
June 
June 
Jan. 
W Wartinea, F. Hotman. Chief Engineer, State Dept. of 
Health, Columbus, Feb W 
Warner, H.L. Crane-O’Fallon Co., 1631—15th St., P.O. Box 
Warren, C. A. Const. Engr., City Water Department, 1822 
Lafayette Ave., Baltimore, Md...................... May 
P Warren, Hersert C. Genl. Mgr., Glendora Cons. Mutual W 
Irr. Co., 234 N. Michigan Ave., Glendora, Calif........ May 
Warren, W.D.P. Cons. Engr., Milliken Bldg., Decatur, Ill. Mar W 
PW Warrick, Louis F. State Sanitary Engineer, State Board of 
Health, Madison, Wise... Apr. PW 
APW Waterman, Earte Lytton. Professor San. Engr., 104 Eng. 
Iowa City, Iowa............. Decay APW 
ater Dept., Aberdeen, Wash. ane 30, 1929 W 
ay 18, 1892 W 
W Wart, D. M. ss American Water Works & Elec. Co., 50 W 
Broad St., New York, N. Y....................+.---++- Apr. 23, 1924 
Wart, H. E. Supt. Huntington Water Corp., Huntington, W 
Watts,H.T., C.E. Supt. Water Supply Co., Box 107, Vin- 
eres July 7, 1920 P 


AMERICAN WATER WORKS ASSOCIATION 


atzL, Ernst. President, Watzl-Schweitzer, Inc., 502 
aie Huron-Sixth Bldg., Cleveland, Ohio................... 
Weaver, ALLEN J. Chemist, Commercial Testing, P. O. Box 
Weaver, F.F. Chemist, General Chemical Co., P.O. Box 147, 

W Weaver, S. M. Superintendent Water Works, Monroe, 

Dist. Mgr. Consumers Power Co., Cadillac, 

AP Wesster, A. D. Supt., Municipal Water, Light & Ice Plant, 
135 E. Water St., Orrville, Ohio....................... 

W Weep, S. Civil Engineer, 232 Maclay St., Harris- 


We.re.tt, W. J. City Manager & Water Supt., Winfield, 

WELLS ee Consulting Engineer, 61 Broadway, New 

‘W We tsrorp, Henry Reep. Supt., Belmont Filter Plant, Bur. 
s ater, Belmont Ave., & Ford Road, Philadelphia, 

W Wenpvter, Watter H. Sanitary Engineer, 818 Allen Bldg., 
WentwortH, FRANKLIN H. Sect., National Fire Protection 
Assoc., 40 Central St., Boston, Mass................... 
WentwortH, JoHn P. Metcalf & Eddy, 1300 Statler Bldg., 


W Westey, J. B. Missouri Pacific Railroad Co., 1310 Mo. Pac. 
APW West, Cuas. C. Gen. Mgr., Sayre Water Co., Sayre, Pa. 


aine 
PW Weston, Rosert Spurr. Consulting Sanitary Engr., 14 

APW Werter, CLARENCE H. Supt. Water Works, Tiffin, Ohio... . 


W Wueeter, Ropert C. Barker & Wheeler, 36 State St., 

W Wueeter, Consulting Civil Engr., 14 Beacon St., 

W Wurrpte, Metvitite C. Asst. Prof. of Sanitary Chemistry, 
112 Pierce Hall, Cambridge, 


P Wurraker, O.C. Special Commercial Agent, Dept. of Water 
& Power, Box 497, Los Angeles, Calif.................. 
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Aug. 30, 1928 
May 31, 1928 
Dec. 13, 1924 
Jan. 19, 1925 
Jan. 8, 1921 
July 29, 1929 
July 12, 1926 
June 26, 1924 


Dec. 29, 1924 
July 14, 1924 


May 17, 1928 
June 6, 1927 
May 5, 1913 


Apr. 23, 1927 
Jan. 10, 1928 
May 28, 1924 


July 10, 1926 
Mar. 25, 1924 


Apr. 12, 1928 


Apr. 24, 1922 
Dec. 21, 1922 


July 24, 1911 
Mar. 17, 1916 
June 19, 1914 


June 15, 1898 
July 15, 1915 


June 17, 1926 
Oct. 23, 1914 
July 10, 1906 


May 13, 1922 
Sept. 28, 1926 


Oct. 31, 1929 


W WEIDLEIN, | | 
Thackeray & O’Hara Sts., Pittsburgh, Pa.............. 
PW Wer, W. H. Georgia State Board of Health, 4 Capitol 
APW Weir, W. V. 6600 Delmar Blvd., rng City, Mo....... 
AP WEISENBERGER, Victor. Supt. Tell City Water Dept., Tell 
PW Wertz, C. F. 6146 N. 6th St., Philadelphia, Penna......... P| ' 
Wertz, R. D. Southeastern Representative, R. D. Wood & 
Co. of Phila., 113 So. “N” St., Lake Worth, Fla....... [x 
W West, Grorce M. Supt., Post Office Bldg., 182 S. 2nd St., 
W West, VERNON F. Rensselaer Water Co., Box 868, Portland, i 
| = | ater Sup , 4254 ( 
RE, | DD. ‘Tucson, Ariz.. 
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P Waite, Cuartes H. Supt. Water Dept., Box 744, Asbury 


W Waits, Greorce W. Civil Engr., Harwood Beebe Co., 12 
lenn Bldg., Spartanburg, 8. C..................0.05. Dec. 29, 1924 
W Warts, GitpertC.,C.E. Durham, N.C.................... May 12, 1908 
W Wuirr, Guy H. Water Plant, 2217 Gadsden 
Wuite, Henry M. Supt., Water Works, Oneida, N. Y....... May 24, 1922 
Wuite, I. A. Superintendent Water Works, Bessemer City, 
W Wuitener, J. Summie. 1202 Cowper Drive, Raleigh, N.C. Dec. 13, 1924 
Wuitrorp, P.M. 326 Front St., Dunellen, N.J............. June 12, 1929 
W Wuirman, Ezra B. Civil & Sanitary Engr., 18 E. Lexington 


Wuirmire, C.D. 5725 Grand Ave., Kansas City, Mo....... Apr. 138, 1926 

Wurst, Lawrence C. City Engineer, 110 California Ave., 
Highland Park, Mich...... May 7, 1917 

PW Whirtaker, H. A. Director, Division of Sanitation, State 
Board of Health, Minneapolis, Minn.................. June 24, 1913 
W Wuysati, Georce. Megr., Water Dept., Marion, Ohio...... Oct. 13, 1928 

PW Wieveman, H. F. Wiedeman & Singleton, Inc., P. O. Box 

APW Wiecuarpt, Grorce F. Hydraulic Engineer, 433 Ogden 
Ave., West Englewood, N. J...................eeeeeee Mar. 25, 1924 

W Wrerers, A.H. Chf. Engr., Div. of Sanitary Eng. & Housing, 
State Dept. of Health, Des Moines, Iowa.............. Nov. 14, 1921 

Wiaatn, THomas H. Cons. Engr., 40 Exchange Place, New 

PW Wieut, H. C. Industrial Engr., 806-7 Dayton Savings & 
Trent Dide:;) Dayton, ORIG... May 12, 1915 

Wiciey, Cuester G., C.E. Room 230, Guarantee Trust 
Bldg., Atlantic City, N. Apr. 27, 1910 
W C.C. R. F. D.9, Minneapolis, Minn............. Feb. 20, 1924 

PW Witcox, F., M.E. 1205 Fourth National Bank 

Witey, Ricuarp E. Dist. Mgr., Oregon-Wash. Water Service 
6o., 1131 Second St., Hillsboro, Ore.................... Jan. 26, 1928 

WitHetm, E. G. Sect.-Treas., Williamsport Water Co., 

Witueitm, Greorae. Chief Engr. East Bay Water Co., Oak- 

W Wixinson, L. J. sean. of Water Rectification Dept. 

Riley Eng. & Supply Co. Ltd., 360 Dufferin St., Toronto, 

Wit, Cuartes K. Supt. Water Works, 118 S. Queen St., 

APW Wittarp, Ernest C. 720 Corbett Building, Portland, 

W Wittcoms, Greorce E. San. Engr., 12 So. Lyons Ave., 
W Wiuett, J. F. Supt. City Water Dept., Billings, Mont...... Apr. 28, 1915 

Wituram M. Gen. Mgr., Western United Gas & 
Elec. Co., 70 Fox St., Aurora, Ill...................... Sept. 21, 1918 

Wiurams, GARDNER §. Cons. Engr., Cornwell Bldg., Ann 


WILLIaMs, Howanrp L. Supt. Water Works, Ludington, Mich. Aug. 24, 1894 


AP 


PI 


| 

HITMAN, N. D. ngineer, American Concrete Pipe Co., 615 

Broadway Arcade Bldg., 542 So. Broadway, Los Angeles 

] 

J 

PI 

J 

J 

J 

‘ 

PV 

APV 

APV 
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ams, Leon G. Civil Engr., Pearse, Greeley & Hansen, 6 

Wituiams, Leonarp Oviver, Jr. Chemist, West Palm Beach 
Water Co., 815 Nathan Hale Road, West Palm Beach, 


WituraMs, R.B., Jr. 610State Tower Bldg., Syracuse, N. Y.. 
W Wuuramson, D. 5 Orchard St., rnardsville,N 

WILLIAMSON, JAMES E. Cons. Engr., 39 Cortland St., New 


W Wits, W. Compton. Chief Engineer, Water Dept., 
16th and French Sts., Wi 
WiLLson, WILLIAM Jay. Supt. Water Works, Greenwich, 


Witson, Evertrt W. 43 Austin Ave., Asheville, N. C....... 
W Witson, Gorpvon. C. E., 12 Oxford Terrace, West Orange, 


tion, Indianapolis Water Co., 620 W. Market St., 
W Winstow, C.-E. A. Yale Medical School, New Haven, Conn... 


W Winsor, Frank Chf. En r., Metropolitan Dist. Water 
upply Commission, 24 School St., Boston, Mass...... 


h 
Mar. 16, 1922 
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July 23, 1928 


Apr. 5, 1929 
June 6, 1927 
Mar. 19, 1926 
Jan. 16, 1923 
Jan. 20, 1921 
May 5, 1922 
May 6, 1929 
Sept. 30, 1929 
July 10, 1926 
June 7, 1916 
June 30, 1928 


Mar. 6, 1926 
Dec. 20, 1925 


Sept. 30, 1928 
Sept. 21, 1922 
Apr. 12, 1928 
Dec. 22, 1909 
Jan. 26, 1928 
Mar. 10, 1926 
Dec. 26, 1919 


July 16, 1926 


Dec. 29, 1924 
Jan. 30, 1915 


June 8, 1909 
Jan. 26, 1924 
Dec. 16, 1922 
May 23, 1923 
May 26, 1916 
June 20, 1929 


Feb. 27, 1924 
Apr. 24, 1922 


Mar. 11, 1918 


| 
Witurams, 0. E. Ohio Water Co., 42 S. Russell St., Boston, 
Wituiamson, Lez H. Cons. Engr., Charlottesville, Va...... 
Witu1amson, Lew. Village President, Cornell, Wis.......... 
PW Wi.us, Frank T. Chief Engineer C. M.’0. Co. Water 
Plant, P. O. Box B, Reward Kern Co., Calif.......... 
W Witson, Cart. Bacteriologist, Los Angeles Water Dept., Los 
P Witson, Epgar Kennarp. 54 Carolin Road, Upper Mont- 
W Vaso, I. E. Water Commissioner, City Hall, Faribault, 
Witson, J. P. City Clerk, Titusville, Fla................... 
WILson, JOHN. Holt Duluth, Minn.................... 
PW Wiuson, Joun F. Dist. Mer., Oregon-Wash. Water Service 
Co., 209 So. First St., Mount Vernon, Wash........... ¢ 
W Witson, Joun J. District Engineer, Natl. Tube Co., 1020 
First Natl. Bank Bldg., Denver, Colo................. 
Witson, Norman McLzeop Ramsay. Chf. Engr., Water 
Comnrs., Brantford, Ont., 
APW Witson, Percy S. Superintendent of Cae Community 
Water Service Co., 46 Cedar St., New York, N. Y..... [x 
Winstow, W. H. Vice Pres., Superior Water Light & Power 
202 Liberty State Bank Bldg., 
PW Wintcens, Peter J. Supt., Water Works, 120) Fifth Ave., 
P Waneger . Supt. Bd. of Water Supply, Mount Vernon, 
Wor, A. W. Supt., Municipal Light & Water Plant, Wads- 
Wour, H. Carv. Chief Engr. Public Serv. Comm., 1724 
Munsey Bldg., Baltimore, 
PW Woutrz, Epwarp E. Chemist, Water Dept., Hannibal, Mo..... 
APW Wotre, Tuomas F. Resrch. Engr., Cast Iron Pipe Researe 
Assoc., 566 Peoples Gas Bldg., Chicago, Ill........... 
APW Wo.man, Apet. San. Engr., 2411 No. Charles Street, Balti- 
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W Wourman, J. J., C.E. 225 gg Bloomington, Iil.... 
PW Woop, C. Leianp. Supt. of Municipal Commission, Her- 


Woop, Leonarp P. Asst. om Board of Water Sup. of N. 
Y. C., 2217 Municipal Bldg., New York, N. Y........... 


W Harianp CuarK. 346 Minnesota Ave., Buffalo, 


P Wooutey, James. Meter Laboratory Chief, 135 4th St., 


W Yacx.ey, WitsurA. Chemist & Bacteriologist, Department 
of Water, Ottawa St., Dayton, Ohio................... 

PW Supt. to Water Commissioners, Water- 

W Yecen, Witu1aM. Supt. of Filtration Plant, 808 Main Avenue 

JosepH D. Water Purification Engineer, Cochrane 
dann 17th St. and Allegheny Ave., Philadelphia, 

W Youne, C.H. District Engr., Penna. State Dept. of Health, 
Cit Bldg., Meadville, 
P Youne, Georce Ricumonp. Village Manager, Village Hall, 
re \" L. Mgr. South Side Water Works Co., Chester, 


AP Ze.r, T. H. Superintendent Water Dept., Xenia, Ohio..... 
ZIMMERLIN, Harry F. Supt. of Water, Lyons, N. Y......... 


May 20, 1923 
July 19, 1927 
Mar. 5, 1924 
Aug. 14, 1919 
May 11, 1927 
June 21, 1920 
Apr. 14, 1924 


Sept. 30, 1929 
Apr. 23, 1924 


. May 22, 1928 


Nov. 11, 1926 
Mar. 19, 1927 
June 20, 1922 
June 17, 1926 
Apr. 29, 1924 
June 30, 1921 
Apr. 12, 1927 


July 13, 1923 
May 12, 1925 


Mar. 5, 1924 


Apr. 2, 1918 
Sept. 11, 1923 


June 24, 1903 


Jan. 17, 1928 
Oct. 13, 1925 
June 6, 1927 


Feb. 8, 1926 
June 25, 1929 
July 9, 1928 
June 13, 1921 


May 23, 1923 
June 3, 1921 


W Woopwarp, Frank L. Jr. San. Engr., Minnesota Dept. of i 
= Ave., = 
| P Worpen, E. P. Consulting Engineer, No. 1, Hamilton Road, Be 
Wortu, A.M. City Hall, Durham, N.C................... 
WorTHINGTON, STANLEY W. Engr., Rochester & Lake Ont. 
Water Serv. Corp., 440 Powers Bldg., Rochester, N. Y 
Wray, Water. Box 487, Tustin, Calif..................... 
Wricut, C.W. Pres., Badger Meter Mfg. Co., 841—30th St., 
Wricut, E. L. Superintendent, Municipal Water Works, 
Wricut, Howe. Director of Public Utilities, 204 City Hall, 
ate ane. Supt., Dundas Water Works, Dundas, Ont., W 
W Wricut, Jonn G. Engr. and Filter Operator, 312 Lincoln r 
W Wricut, LeRoy H. Superintendent of Water Works, 516 
W Wricut, Stantey Huserr. Consulting & Hydraulic Engr., | 
W Woestz, R.G. City Hall, San Diego, Calif............... 
Wyant, Cary. Resident Engr., Montecito County Water PW 
Dist., 141 San Ysidro Rd., Santa Barbara, Calif........ [Ey 
Wyckorr, Cuarites R. 1239 N. Y. Post Rd., Scarsdale, 
W Wyckorr, Norman R. Dept. of Water Supply, Detroit, Mich.. 
W Wyrnne-Roserts, R. O. Suite 902, Metropolitan Bldg., 44 
Victoria St., Toronto 2, Ont. Canada.................. [i 
Wi 
] 
AP} 
W 
( 
( 
AW 


CORPORATE MEMBERS 


AprronpDACK WATER Works. H.N. Heberer, Lowville, N. Y.. 

W Aava Pura Co. 701 Douglas Ave., East Las Vegas, N. M.. 
W AtaBaAMA Power Co. Howard Duryea, Asst. to General 
Manager, Birmingham, 
ALEXANDRIA Water Co. 2407 Duke St. Alexandria, Va..... 
ALLENTOWN WATER DEPARTMENT. City Hall, Allentown, Pa... 

. American States Pusuic Service Co. E. E. Towles, V. P., 
1031 So. Broadway, Los Angeles, Cal.................. 
AmERICAN WateR Works AND Execrric Co., Inc. Mr. H. 
Hobart Porter, Pres., 50 Broad St., New York, N. Y..... 
ANACONDA COPPER Minina Co. Water Works Dept., Ana- 


Ann ArBor Water Works Commission. City Hall, Ann 
ARKANSAS Power & Ligut Co. Pine Bluff, Arkansas....... 
Arkansas Uti.ities Company. 311 Porter Street, Helena, 
AsHLAND Water Commission. E. C. Means, Chairman, 

W Avupurn Water DeparRTMENT. Auburn, New York........... 


APW BarRANQUILLA, CoxtomBra. Acueducto de Barranquilla, 
Reinaldo Escolar, Administrador, Barranquilla, 


La 
Bay City Water Works Dept. City Hall, Bay City, Mich. 
W Benicta Water Co. J. A. Wilcox, Chf. Engr., 603 Wells 


BEVERLY Water Department. C. L. Kimball, Field 
Supt., City Hall, Beverly Hills, Cal................... 
BiRMINGHAM WaTER Co. 22 Elizabeth St., Derby, Conn..... 
Boutper Water DepartTMENT. E. W. Devalon, Director of 
Publie Serv., Boulder, Colo. 

W Brampton Water Commission. Brampton, Ont., Canada... 
BRANTFORD WATER ComMISSIONERS. Brantford, Ont., Canada 
BurraLo, Bureau of Water, 2 Municipal Bldg., Buffalo, 


W Canon Crry, Coro. Alfred W. Stedman, Water Supt. & 
Plumbing aneene, City Hall, Canon City, Colo..... 
Centra Pusiic Serv. Co. D. W. Johnson, Water 
Engr., Public Service Bldg., Springfield, Ill............ 
CHARLESTON CoMMISSIONERS OF PusLic Works, 14 George 
Cuaruam, Ont. Board of Water Commissioners, C. H. R. 
Fuller, City Mgr., Chatham, Ont., Canada............ 
Citizens Water Co. 62 E. Wheeling St., Washington 


Ps.. 
AW Citizens Water Suppty Co. Elmhurst, Long Island, N. Y.. 
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Jan. 12, 1923 
May 24, 1909 


Feb. 23, 1926 
Apr. 1909 
May 31, 1922 
June 30, 1929 
June 24, 1915 
June 4, 1910 


Apr. 14, 1919 
ay 18, 1909 


May 12, 1925 


Apr. 10, 1925 
ar. 8, 1911 


Aug. 5, 1929 
Apr. 13, 1914 
Aug. 24, 1925 
May 29 1920 
Apr. 27, 1925 


Sept. 21, 1926 
May 26, 1909 


Jan. 27, 1927 
Feb. 28, 1923 
May 15, 1914 
June 9, 1921 


June 6, 1927 


Apr. 13, 1926 
Mar. 22, 1927 
May 23, 1912 
Feb. 16, 1924 


Jan. 6, 1927 
Jan. 30, 1911 


PW Beruiruem, Penna., City or. 37 E. Broad Street, Bethle- ' 
AP Burpank, Catt. Public Service Department, J. H. McCam- 
_ bridge, Gen. Supt., 124 N. Olive, Burbank, Calif....... P| 


W 
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Community Water Service Co. Reeves J. Newsom, Vice 
Pres., 46 Cedar St., New York, N. Y.................. 
ConsERVATIVE WATER Co. W. W. Pedder, Pres., 8619 Fir St., 
Los Angeles, Cal.......... 
Cornina Water Works. Corning, N. 
Creston, Iowa. Taxpayers Municipal Water Works, Cres- 


Datuas Crry Waterworks. S. E. Moss, Commissioner, 
Darton Power & Ligut Co. 130 North South St., H. I. Fox, 
Water Commission. O. W. Blanchard, Supt., Dela- 


Dusvuque City Water Works. J. W. McEvoy, Supt., 


East Bay Monicipau Utitity District, F.W. Hanna, Chf. 
Engr., 512—16th St., Oakland, Calif................... 
East ORANGE Boarp or Water Commissioners. W. Hillyer 
Ragsdale, East Orange, N. 


AP Exectric Bonp & SHare Co. Norman Read, 2 Rector St., 


W pent Water Co. 835 Lawrence Ave., Ellwood City, 


APW Emporium Water Co. Emporium, 
ENDICOTT te Works Co. Earle J. Grippen, Supt., Endi- 

PW Erie coaneenene Water Works. P. O. Box 566, Erie, 

EvaNsvILLE Water Works. Evansville, Ind............... 


recs 3 soaps & Traction Co. 52 William St., New York, 


GANANOQUE WaTER Works Commission. H. D. Rogers, Supt. 

Gananoque, Ont., 
P Genera Inspection Bureau. Lock Drawer 1746, Min- 


APW Guen Ringe Warer Department. A. F. Eschenfelder, Glen 


6, 1927 


Nov. 3, 1919 
Apr. 9, 1913 


May 10, 1919 


June 6, 1927 
Feb. 16, 1924 


June 10, 1923 


May 21, 1919 
May 22, 1918 
May 18, 1919 


Sept. 30, 1929 
Aug. 14, 1909 
Mar. 16, 1929 


Feb. 28, 1928 
May 31, 1911 
May 7, 1906 
Mar. 8, 1920 
Nov. 18, 1925 


May 22, 1919 
Mar. 16, 1926 


Oct. 27, 1922 
Dec. 24, 1914 
Oct. 24, 1918 
Oct. 22, 1926 


AP 


=v = 


= 


PW 
| 
Deine Water Dept. Municipal Plant, Deming, N. Mex.. 
Dover WaTEeR Jos. V. Baker, Clerk, 
] 
Wi] 
] 
I 
Jan. 19, 1925 
AP Water Boarp. Elmira, Mar. 11, 1915 I 
Emporia WaTeR DEPARTMENT. City Bldg., Emporia, Kans.. Jan. 16, 1924 I 
Mar. 6, 1926 
WI 
I 
I 
. Fuint, Mica. Board of Water Commissioners, 509 Harrison 
Fonp pu Lac, Micu. City Water ot; L. P. Peeke, 
Superintendent, Fond Du Lac, 
GAINESVILLE, Fura. W. A. Ford, City Mgr., Gainesville, 
Mar. 16, 1927 
Feb. 9, 1924 
W Guenpate, Cauir. Public Service Department, Peter Died- 
erich, Supt., 575 Broadway, Glendale, Calif............ 
Boarp or WaTER Glens Falls, 
G.V. Grace & Co. Vincent Grace, 34 Pine St., New York, 
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AP GRAND or Service. Grand 

Great Fatts Water Derr. Great Falls, Montana......... 
Gresiey, Coto. M. Seaman, Water Supt., Colo. ., 
Gaexn Bar Water Derr. James Church, Supt., Green Bay, 

PW Grirrin Licut, WaTer & Sewerace Dept. Griffin 
GrimsBy, Ont. Water Commission, W. B. Smith, Chief En- 
gineer & Grimsby, Ont., Can................... 

W Gueten, Ont. H. S. Nicklin, City Engineer, City Hall, 


Guelph, Ont., Canada........... ght 

Srates Co. Louisiana Division, Lake 

W GuntersvitLE Water Works. J. L. McIntyre, Supt., Gun- 


APW Hartt, Direction GENERALE DES TRAVAUX PUBLICS DB LA 
Repusuique G. A. Duncan, Commander 

(CEC) U.8.N., Port-au-Prince, Haiti................ 

Hanxow Water Works & Exec. Co. T. L. Chang, 
a, Engineering Dept., Water Tower, Hankow, 

W Honotutvu City County, DePpaRTMENT OF PUBLIC 
Works. Kapiolani Building, Honolulu, T. H........... 

Hor Srrinas Water Co. Hot Springs, Ark................. 


inane & Ratine Burgav. P.O. Box 1059, Boise, 


In1on Boarp oF WaTER Commissioners. Ilion, N. Y........ 
_— InsPEcTION BurEav. 108 E. Ohio Street, Chicago, 
PW Inp1ana State Boarp or Heatta, Water & SewaGe Deparr- 
MENT. Lewis S. Finch, Director, Indianapolis, Ind.... 

W Pusuic Service Co. New Albany, Ind.......... 
InvesTMENT WatEeR Co. C. L. Mowder, Chief Engr., 1016 So. 
Broadway, Los Angeles, 
Inonwoop Dept. DowlI. Sears, Ironwood, Mich..... 


Jounson Crry Water Derr. Arthur J. Merrill, Supt., John- 
oon. City, N.Y... Ul. 


Kentucky Utitities Co.. 1350 Starks Bldg., Louisville, Ky. 
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Feb. 14, 1913 
Jan. 31, 1925 
Apr. 30, 1926 


Nov. 3, 1914 
Feb. 16, 1924 


Feb. 23, 1927 
Mar. 25, 1924 
Apr. 29, 1910 
Feb. 25, 1927 


Sept. 30, 1929 


Jan. 21, 1929 
Aug. 20, 1927 
Mar. 23, 1920 
Feb. 9, 1924 
Mar. 31, 1924 
Jan. 30, 1924 


June 15, 1926 
Feb. 10, 1910 


Oct. 25, 1929 
May 17, 1920 
Sept. 30, 1925 


Feb. 8, 1915 


May 24, 1927 
Mar. 1, 1924 


| 
3 
5 
Kansas City, Mo. Director of the Water Dept., City Hall, 
6 Ketso Water Dept. A. L. Mrinarp, Water Commissioner, 
Kennesec Water Dist., Trusters. George K. Boutelle, 
9 Treasr., Waterville, Maine............................ May 12, 1912 
W Kentucky Strate BoarporHeatru. F.C. Director 
. Byr. San. Eng., 532 W. Main St., Louisville, iy. wu... Feb. 5, 1915 
Kentucky-TENNESSEE Ligut & Power Co., Inc. opkins- 
eb. 
” AP KrtcHENER WaTER CoMMISLION. Kitchener, Canada......... Feb. 17, 1920 
W Knoxvitte Water Depr. City Hall Park Building, Knox- 
Lacuna Bracnw County Water District. Laguna Beach | 
06 LaJunta, Crry oF, Sept. 18, 1926 
: W Laxe Forest Water Department. J. C. MeNicol, Mgr., 
Lanett Corron M. R. Wallis, West Point, Georgia ... 


98 CORPORATE MEMBERS 


LaNnsiInG Boarp or WaTEeR & ELEc. Ligut COMMISSIONERS. 

Otto E. Eckert, Gen. Mgr., Lansing, Mich............ 

APW Lawrence, Kans. Engineering. eae C. T. Hough, 
ity 


June 24, 1929 


City Engr.& Water Supt., all, Lawrence, Kansas.. Feb. 17, 1927 
LEAMINGTON, OnTARIO, CANADA, CORPORATION OF TOWN OF... May 30, 1925 
LEWISTOWN-REEDSVILLE WATER Co. Lewistown, Pa........ May 14, 1922 
Lincotn City Water & La. Dept. City Hall, Lincoln, 

Boarp or WaTER CoMMISSIONERS. Lockport, 

Lonpon, Canapba, Pusuic Uritities CoMMISSION........... Apr. 9, 1909 
Los AnGcE.Es, Cauir. Dept. of Water & Power, H. A. Van 

Norman, Gen. Mgr. & Chief _ , Los Angeles, Calif. Apr. 18, 1910 

APW Loutsvitue Water Co. 435 So. Third St., Louisville, Ky..... Apr. 9, 1909 
LOVELAND, COLORADO, CITY OF...........scccceccscesseeeees Apr. 13, 1926 
Macon Boarp or WATER CoMMISSIONERS. City Hall, Macon, 

W Mapera, Cauir. Municipal Water Works, O. C. Owens, 
Supt., City Hall, Madera, Calif....................... June 17, 1926 
WMatmo ByaonapskonTor. Alfred Jerden, Chief Engr., 

Marion Water Co. George Whysall, Treas. and Gen. Mgr., 

Mempuis, TENN. Board of Water Commissioners, James 
Sheahan, Gen. Supt., Memphis, Tenn.................. Apr. 2, 1909 

PW Merrirtron, Ont. Water Works epartment, Public Utilities 
ommission, Merritton, Ont., Canada................. June 17, 1926 

METROPOLITAN WATER, SEWERAGE & DRAINAGE Boarp. 341 

Pitt St., Sydney, N. S. W., Australia.................. Aug. 31, 1909 

Mipptetown Water Works. G. Allen Schaefer, Middle- 

APW Pusiic Utitities Comm. P.O. Box 548, Midland, 

Mitt Vatiey, Cauir. H. C. Symonds, 147 Monte Vista 

Water Co. Millville, Jan. 11, 1916 
MINNEAPOLIS COMMITTEE ON WaTER Works. Minneapolis, 

Mouine Water DepartMent, City Hall, Moline, Ill........ Jan. 29, 1916 

APWMonrciairn Bureau oF Water Montclair, New 

APW Monterrey Water Works & Sewer Co. Edward F. Seixas, 

Gen. Mgr., Apartado 58, Monterrey, N. L., Mexico.... July 29, 1929 
Mr. Water, Liat, Heat & PowEr Co., Mt. Gilead, 

P Mount Hotty Water Co. Mount Holly, N. J.............. Apr. 30, 1924 
MonicipaAL Water Co., or Chas. 8S. Thrasher, 

President, 1112 Bankers Bldg., Chicago, IIll............ May 28, 1926 

Muscatine Water Trustees. Muscatine, lowa............. May 9, 1921 
W New Jersey Dept. CONSERVATION AND DEVELOPMENT. State 

New Jersey Water Co. 610 Station Ave., Haddon Heights, 

W New Mexico Power Co. Santa Fe, N. Mex................ Mar. 12, 1924 

APW Water Co. 514 Main St., New Rochelle, 

Norta Daxora STATE REGULATORY DEPARTMENT. R. O. Baird, 
ox 653, Bismarck, N. Dak................cseseeeesees Jan. 19, 1926 
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NorTHAMPTON CONSOLIDATED WaTER Co. 102 So. 3rd St., 


PW Norton, Va. Water Dept., E. H. Ruehl, Mgr., Norton, Va. 


Opras SANITARIAS DE LA Nacton. Direccion Tecnica, Char- 


cas 1840, Buenos Aires, A. 
Opras SANITARIAS OF EnTRE Rios. Alberto F. Laurencena, 
President of Directory, Parana, A. R.................. 


Oconomowoc Water Dept. F. R. Hubbard, Supt., Ocon- 

APW Onto Inspection Bureau. Hartman Bldg., Columbus, Ohio. 
Ouean Boarp or WaTER CoMMISSIONERS. City Hall, Olean, 


PasapENA WaTer Dept. S. B. Morris, Chief Engineer, City 
Hall, Civic Center, Room 319, Pasadena, Calif......... 

A Pennicnuck Water Works. 11 High St., Nashua, N.H..... 
PENNSYLVANIA STATE WaTERCorP. Reeves J. Newsom, Pres. 


114 So. Front St., Milton, Pa.............. .s.ssseecees 
Were Arizona Gas & Etec. Corp. P.O. Box 1159, Bisbee, 

Peorra Water Works Co. Peoria, 
PerersoroucH, Ont. R. L Dobbin, Waterworks Supt., 

622 George St., Peterborough, Ont., Can............... 

APW Pontiac, Micu. Dept. of Water Supply, G. D. Kennedy, 
Civil Engr., Pontiac, 


PW Potiatcu Lumser Co.  W. D. Humiston, Potlatch, Ida..... 
PouGHKEEPSIE BoarD OF PuBLic Works. Water Department, 
ProvipENcE, R. I. Water Maintenance Dept. City Hall, 


AP Reaina, Sask., Waterworks Department. City Hall, 

W Riversipe, Cauir. Water Department...................... 
Roanokp Water Works Co. Francis W. Collins, Cons. 
~., 452 Lexington Ave., New York, N. Y............. 

Rome. partment of Public Works, Bureau of Water, 


Saginaw Water Dept. Saginaw, Mich..................... 
Sr. Mary’s, Ont., Pusiic Comm. Box 1019, St. 

Sr. Paut Water Dept. Otto W. Rohland, Jr., Commis- 
sioner of Public Utilities, St. Paul, Minn.............. 

W Sr. Tuomas, Ont. Colonel A. F. McLachlin, F.C.I.C., Ross 
Street, St. Thomas, Ont., Canada..................005 
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Dec. 5, 1915 
Jan. 10, 1925 
Jan. 1, 1926 
Apr. 21, 1928 


June 30, 1929 
Jan. 30, 1924 


Apr. 19, 1929 
Apr. 28, 1912 
June 1, 1921 
Apr. 16, 1914 
Oct. 29, 1926 


Oct. 14, 1924 
Oct. 30, 1914 


May 26, 1927 


Sept. 8, 1924 
Jan. 6, 1927 


May 2, 1911 


June 6, 1927 
Mar. 17, 1929 


Dec. 17, 1917 
Apr. 12, 1928 


Dec. 11, 1912 
Oct. 9, 1924 


| 
27 
25 
22 
19 
09 
09 Omana, NEBR. pene 5 itan Utilities District, Utilities 
26 Bldg., Harney & Eighteenth Sts.,Omaha, Nebr........ 
Osweco DePpaRTMENT OF WaTER. Oswego, N. 
W Owzco Water WorksCo. Owego,N. Y.......... 
? Paciric Water Co. S. E. Stern, Pres., 211 Second Ave., San 
26 
7 
)9 
| 
9 
Port Hope Water WorKsComM. Box 100, Port Hope, Ont... P| 
| P Portuanp Dept. or Pusuic Room City 
Quincy Water Works Commission. 314 Maine St., Quincy, 
Bureau oF WaTeER. Room 209, City Hall, Reading, 
Apr. 4, 1924 
July 22, 1926 
Dec. 3, 1904 
Apr. 25, 1922 
Apr. 12, 1904 
Nov. 3, 1919 
Apr. 29, 1929 
Apr. 11, 1909 
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A Savina Water Department. H. L. Brown, Supt., Salina, 


W Satt Laxe City Water Dept. H. K. Burton, Supt., Salt 
San Jose Water Works. H. S. Kittredge, Pres., 374 W. 
Santa Clara St., San Jose, Cal.............eseesseeeees Apr. 21, 1913 
W Santa Monica, Cauir. Water Department, City Hall, Santa y 
ScrantTon-Sprine Brook Water Service Co. 135 Jefferson 
Sea Breeze & Vicinity Water Commission. Henry Fleig, 
Sect., Point Pleasant, Monroe Co., N. Y............... Feb. 23, 1920 
Seatrte Dept. W. B. Severyns, Supt., County-City 
Szxzsoycan Boarp or WaTeR Comnrs. City Hall, Sheboy- 
SHENANDOAH COMMISSIONERS OF WaTER Works. Shenan- 


SHENANGO VALLEY Water Co. 24 So. Dock St., Sharon, Pa. Apr. 10, 1922 
APW Water Commission. Stephen R. Leon- 
ard, Chairman, Kenwood, Oneida, N. Y................ Apr. 24, 1921 
P Simcoz, Ont., Pusiic Utitities Comm. W. D. Stalker, Sect.- 
Treas., Water Works Depts Simcoe, Ont.............. Apr. 29, 1929 
W Sroux Faris Water Works. R. Rees, Supt., Sioux Falls, S. 
APW Spokane, WasH. Alex. Lindsay, Superintendent Water Di- 
vision, Room 302, City Hall, Spokane, Wash........... Apr. 5, 1912 
SuBuRBAN WaTER Co. ofr ALLEGHENY County. Verona, Pa..... Apr. 10, 1909 
Water WorxsCo. J.C. Robbins, Pres., Babylon, 


SweetwaTer Water Company. National City, Calif....... June 15, 1926 
Syracuse Bureau or Water. Syracuse, N. Y....... Jan. 16, 1923 
TALLASsEE Power Co. Badin, N. C.............0ceeeeeeees Nov. 15, 1924 
Texas-LovisiAaNA Power Co. 1406 Electric Bldg., Fort 

TILLSONBURG, OnT., Pusiic Utinities Comm. S. Buckrell, 
Toronto, On10, Boarp or Pustic Arrairs. J.B. Thompson, 
Totowa, Borovuan or. Totowa, Oct. 20, 1920 
TRENTON WateR Works. Trenton, May 8, 1909 
Troy Bureau or Water. William Luby, Troy, N. Y........ May 28, 1924 
TRUCKEE RIVER PowER Co. Reno, Nev............000+005: Feb. 4, 1913 
Touxisa Water Dept. 405 City Hall, Tulsa, Okla............ June 17, 1929 
Urpan Water Suprty Co. Maurice & Borden Ave., Mas- 
Urrecutscne WaTERLEIDING. Maatschappij, Utrecht, 15 
Predikheerenkerkhof, Holland. Nov. 9, 1922 
Vatieso City Water Derr. J. L. Cunningham, Clerk, City 
APW Ventura, Cauir. Myles A. Robinson, Supt., Water Dept., 
Waco Water Works. 617 Washington Ave., Waco, Texas... Apr. 16, 1910 
Wantawa Water Co., Ltd. Wahiawa, Oahu, T. avail. Apr. 20, 1923 
WARRENTON WaTER Co. Warrenton, Nov. 27, 1928 


APW Watertown WaTeR Works. Watertown, N. Y.............. June 8, 1909 


AMERICAN WATER WORKS ASSOCIATION 


Wauanp, Ont., Boarp or WaTER Commission. T. D. Milo, 


PW WENATCHEE Warer Dept. Fred J. Sharkey, Supt., Wenat- 

West Newton Water Co. West Newton, Pa................ 

W West Vireinia SERVICE Co. H. M. Cogan, Gen. 


York Water Co. 11 Niagara St., Buffalo, 


7), Supt., Municipal Waterworks Dept., Whitby, 


Waite Deer Mountain Water Co. 114 So. Front St., 

Waits Puains Dept. or Pustic Works. William I. Collyer, 
Water Supt., White Plains, N. Y...................... 
Wuirtier, Cauir. M.R. Bower, City Water Superintendent, 
City Hall, Whittier, 
WILtiamMsporT WaTER Co. 330 Pine St., Williamsport, Pa.... 
Winpsor Ont., WATER CoMMISSIONERS. Windsor, Ont...... 


Winona Boarp or MunicrpaL Works. Winona, Minnesota. 
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May 7, 1920 


Jan. 20, 1928 
May 24, 1922 


Sept. 4, 1911 
Apr. 15, 1913 


Feb. 23, 1924 
May 5, 1914 
July 31, 1916 


Dec. 16, 1926 
Apr. 15, 1907 
Feb. 19, 1923 
June 21, 1920 
Dec. 11, 1922 


100 CORPORATE MEMBERS 


A Savina WateR DepartMeNnT. H. L. Brown, Supt., Salina, 


W Lake City Water Dept. H. K. Burton, Supt., Salt 

San Jose Water Works. H. S. Kittredge, Pres., 374 W. 

W Santa Monica, Cauir. Water Department, City Hall, Santa 

ScraNTON-SpRING Brook Water Service Co. 135 Jefferson 

Sea Breeze & Vicinity WATER COMMISSION. Henry Fleig, 
Sect., Point Pleasant, Monroe Co., N. Y.............-- Feb. 23, 1920 

SzaTrLe Water Dept. W. B. Severyns, Supt., County-City 

SexsoyrGan Boarp or WaTeR Comnrs. City Hall, Sheboy- 

SHENANDOAH COMMISSIONERS OF WATER Works. Shenan- 
es May 19, 1924 


SuEnanGo VALLEY Water Co. 24 So. Dock St., Sharon, Pa. Apr. 10, 1922 
APW Water CommIssION. Stephen R. Leon- 


d, Chairman, Kenwood, Oneida, N. Y................ Apr. 24, 1921 

F Pusuic Uriuities Comm.  W. Sect.- 
Treas., "Water Works De ON eae Apr. 29, 1929 

W Farts Warer Works. Rees, Supt. Falls, S. 

APW Spokane, Wasu. Alex. Lindsay, Superintendent Water Di- 

vision, Room 302, City Hall, Spokane, Wash........... Apr. 5, 1912 
Supurpan Water Co. or ALLEGHENY COUNTY. Verona, Pa..... Apr. 10, 1909 
Sumpwams WaTER WorksCo. J.C. Robbins, Pres. , Babylon, 

SWEETWATER WaTER Company. National City, Calif....... June 15, 1926 
Syracuse Bureau or Water. Syracuse, N. Y.............. Jan. 16, 1923 
TALLAssEE Power Co. Badin, N. C..............seeeeeeees Nov. 15, 1924 
Texas-LovuisianA Power Co. 1406 Electric Bldg., Fort 

TILLSONBURG, ONT., Comm. S. Buckrell, 

TORONTO, Outro, Boarp or Pusuic Arrairs. J.B. Thompson, 

Supt., Toronto, a Feb. 23, 1924 
Totowa, Borovau or. Oct. 20, 1920 
TRENTON WaTER WorKs. Trenton, May 8, 1909 
Troy Bureau or Water. William Troy, N. ¥........ May 28, 1924 
TrucKEE River Power Co. Reno, Nev.............0.+005: Feb. 4, 1913 
Tuisa Water Dept. 405 City Hall, Tulsa, June 17, 1929 
Ursan Water Suppty Co. Maurice & Borden Ave., Mas- 

UrrecutscHe WATERLEIDING. Utrecht, 15 

Predikheerenkerkhof, Holland.....................00- Nov. 9, 1922 
City Water Dept. J. L. Cunningham, Clerk, City 

APW Ventura, Cauir. Myles A. Robinson, Supt., Water Dept., 

Waco Water Works. 617 Washington Ave., Waco, Texas... Apr. 16, 1910 
Wantawa Water Co., Ltd. Wahiawa, Oahu, T. Apr. 20, 1923 
WaRRENTON WateR Co. Warrenton, N.C.................. Nov. 27, 1928 


APW WatTeRTOWN WaTeR Works. Watertown, N. Y.............. June 8, 1909 


PW 
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WBLLAND, ONT., Boarp oF WaTeR Commission. T. D. Milo, 


PW WENATCHEE Water Dept. Fred J. Sharkey, Supt., Wenat- 

West Newton WaTER Co. West Newton, Pa................ 

W West Virainta WaTER SErRvIcE Co. H. M. Cogan, Gen. 


York Water Co. 11 Niagara St., Buffalo, 


Every, Supt., Municipal Waterworks Dept., Whitby, 


Waite Deer Mountain Water Co. 114 So. Front St., 

Waite Puatns Dept. or Pustic Works. William I. Collyer, 
Water Supt., White Plains, N. Y...................... 
Wuirtier, Cauir. M.R. Bower, City Water Superintendent, 
City Hall, Whittier, Calif... 
WILLIAMSPORT WaTER Co. 330 Pine St., Williamsport, Pa.... 
Winpsor Ont., WATER CoMMISSIONERS. Windsor, Ont...... 
W Winnerka, ILL., VILLAGE OF ... 


Winona Boarp oF Municipat Works. Winona, Minnesota. 
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May 7, 1920 


Jan. 20, 1928 
May 24, 1922 


Sept. 4, 1911 
Apr. 15, 1913 


Feb. 23, 1924 
May 5, 1914 
July 31, 1916 


Dec. 16, 1926 
Apr. 15, 1907 
Feb. 19, 1923 
June 21, 1920 
Dec. 11, 1922 


| 


ASSOCIATE MEMBERS 


Auuis-Cuatmers Mra. Co. Milwaukee, Wis................ June 24, 1905 
AMBURSEN ConstTRUCTION Co.,INc. Grand Central Terminal 

American Brass Co., Tux. Sales Dept., Waterbury, Conn... Aug. 10, 1922 
American Cast Iron Pipe Co. P. O. Boxes 151-152, Bir- 


“American City.” 443 Fourth Ave., New York, N. Y........ May 25, 1918 
AmeERIcAN Founpry & Mra. Co. 10th, 11th, Hebertt and 
Wright Sts., St. Louis, May 12, 1908 
AmeErRICAN Macnine & Founpry Co. J. D. McCarthy Adv. 
Mgr., 5502-5524 Second Ave., Brooklyn, N. Y.......... Feb. 8, 1928 
APW American Rouuinc Mit Co. R. C. Beam, Development 
Dept., Sales Div. Middletown, Ohio................... Jan. 31, 1927 
AmeERIcCAN Steet & Wire Co. Chemical & Color Dept., . 
208 South LaSalle St., Chicago, Ill................... Jume 24, 1903 
American WaTER SorrenerR Co. Lehigh Ave. & Fourth St., 
American WELL Works, Toe. Aurora, Illinois............ Mar. 21, 1923 PW 
ArNoLp, HorrmMan & Go., Inc. 18th Floor, 350 Madison 
Ave., New York, N. Nov. 21, 1913 AP 
Art Concrete Works. Mfrs. Meter Boxes, P. O. Box 417, 
AsPHALTO-ConcRETE Corp. 1440 Broadway, New York, 
ATLAS MINERAL Propucts Co. or Penna. Mertztown, Pa... May 8, 1929 
P Automatic Cong Vatve Co. 165 W. Wacker Drive, Chicago, 
Automatic Primer Co. F. H. Bradford, Pres., 111 W. Wash- 
Apr. 4, 1924 APW 
PW Bascocxk & Witcox Co. J. B. Romer, Chemist, Bayonne, 
P Bapazr Meter Mra. Co. 841-7 Thirtieth St., Milwaukee, 
BaRBER-GREENE Co. Aurora, Jan. 26, 1926 


Bayarp, M.L. 20th St. & Indiana Ave., Philadelphia, Pa... Mar. 31, 1922 
Pirz & Tank Corp. John Beall, Pres., Portland, 


Bent Concrete Pipe Co. 419 Grosse Bldg., Los Angeles, 
BETHLEHEM Steet Co. Bethlehem, Pa...................... Oct. 31, 1929 PW 
Biees Borter Works Company. 50 Church St., New York, 
BineuaM & Taytor Corp. 575 Howard St., Buffalo, N. Y.... Mar. 15, 1882 
Birch Manvracturina Co. 1521-1523 Sedgwick St., Chi- 
W Brrp-Arcuer Co. 122 So. Michigan Ave., Chicago, Ill...... July 30, 1929 
Bovurson Coprer & Brass Works Co. 618 E. Front St., APW 
Bowter Founpry Co. 1688 Columbus Road, Cleveland, P 


Buckeye Traction Ditcuer Co. C. D. Royce, Sales & Avd. 
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BurraLo Meter Co. 2917 Main St., Buffalo, N. Y........... 
BurtpeRs Iron Founpry, 9 Codding St., Providence, R. I... 
Burrovacus MacuineE Co. A.S. Trew, Public Utili- 

ties Sale, Second Boulevard, Detroit, Mich............ 
Byers, A.M., Co. 235 Water St., Pittsburgh, Pa............. 


CALIFORNIA CORRUGATED CULVERT Company. 5th & Parker 
Meter Co. 687-89 So. Clarance St., Los Angeles, 
“CANADIAN ENGINEER.”’ Church & Court Sts., Toronto, Ont., 


CentraL AuLoy Steet Corp. J. T. Hay, Massillon, Ohio... 
CrenTRAL Founpry Co. Graybar Bldg., 420 Lexington Ave., 

CuapMAN VALVE Mra.Co. Indian Orchard, Mass........... 
CuaseE Brass & Copper Co. 236 Grand St., Waterbury, 


AP C. G. Cuaussen & Co., Inc. Rialto Bldg., San Francisco, Calif. 
bes ey B., & Sons, Harrison & Franklin Sts., Chicago, 
Conors Mitt Co. Canvass & Cortland Sts., 
CoLpwELL-Witcox Co. Newburgh, N. 
Cotoravo Furi & Iron Co. Denver, Colo.................. 

P Cotumsian IRon Works. Chattanooga, Tenn............... 
Cook, A. D., Inc. Manufacturer of Deep Well Pumps & 
Strainers, Lawrenceburg, 

APW Correr & Brass Resparcu Assoc. Wm. G. Schneider, 25 
Breatway, New. York, 

Crane Company. A. M. Houser, Engineer of Product, 836 


Vatve & Man’rc. Co. Williamsport, Penna....... 
eT Cuemicat Co. 310 So. Michigan Ave., Chicago, 
PW De Lavat Steam Tursine Co. H. L. Watson, Sales Mgr., 
Dona.pson Iron Co. Emaus, Lehigh Co., Pa............... 
Tue Dorr Co., Inc. 247 Park Ave., New York, N. Y....... 
Dravo-Dorte Co. J. D. Berg, Vice-Pres., Diamond Bank 
Drummonp, McCati & Co., Lrp. Toronto, Ont., Canada... 


APW East Jersey Pipe Co. 7 Dey St., New York, N.Y........... 
Eppy Vatve Co. Waterford, N. 
P Epson Manuracturine Corp. 49 D. St., So. Boston, Mass. 
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June 27, 1905 
June 18, 1901 


Mar. 30, 1926 
June 15, 1921 


Aug. 24, 1927 
June 6, 1927 


May 31, 1916 
May 5, 1928 
Oct. 13, 1926 
May 28, 1924 
Feb. 26, 1929 


June 24, 1903 
Apr. 16, 1884 


Mar. 27, 1929 


June 15, 1908 
May 12, 1908 


Aug. 14, 1929 
Sept. 30, 1929 


Apr. 27, 1885 
Jan. 2, 1924 
Apr. 17, 1914 
June 7, 1897 
Apr. 4, 1910 
June 14, 1914 
Aug. 28, 1923 
Jan. 25, 1926 


Mar. 27, 1926 


May 12, 1908 
July 5, 1922 
June 6, 1927 


Nov. 23, 1917 
Nov. 23, 1917 
June 1, 1927 


May 12, 1914 
Mar. 5, 1921 


July 10, 1906 
Mar. 21, 1923 


|| 
Canapian Sart Co., Ltp. Windsor, Ont. Canada........... 
Cement Gun Construction Company. 58 Sutter St., San 
CreMENT LINED Prez Co. 591 Washington St., Lynn, Mass... 
Cuicaco BRIDGE RON WORKS. 3 - Van Buren St., 
CuarKx, H.W., Co. Box 563, Mattoon, 
PW CLARKSVILLE Founpry & Macuine Works. P. O. Box 294 
CraNE, THERON I. Vice Pres., Talbot Non-Corrosive Linings 
Co., 1114 Widener Bldg., Philadelphia, Pa.............§ _ = 


104 ASSOCIATE MEMBERS 


Bueacuine Gas Co. 9 E. 41st St., New York, 


“ENGINEERING News-Recorp.”’ 10th Ave. at 36th St., New 


FarrBANKS Company. E. F. Ryan, Works Mgr., Glenwood 

Farrspanks, Morse & Co. Research Division, Chicago, Ill... 
Farnan Brass Works Co. 1104 Center St., Cleveland, Ohio. 


Feperat Meter Corp., East Orange, N. 
FLEISCHMANN Co. Peekskill, N. 
Forp Meter Box Co. Wabash, 
Forni Mra. Co. 1377—62nd St., Oakland, Calif.............. 
Fox, Joun, & Co. 233 Broadway, New York City, N.Y...... 
Gamon Meter Co. Newark, 
GrNneRAL CuemicaLCo. 300 W. Adams St., Chicago, Ill...... 


APW Generat Exectric Co. A. E. Beardmore, Industrial En- 


gineering Dept., Schenectady, N. 
W Georata-LouisianaA Corp. East Point, Ga................. 


Giant Manuracturine Co. Council Bluffs, Iowa........... 
GiutuEspig, T. A., Co. 7 Dey St., New York, N. Y......... 
GuamoraaNn & Founpry Co. Lynchburg, Va........... 
Gtauper Brass Mra. Co. Platt Ave. & East 79th St., 


GrassELI Cuemicat Co., Inc. E. A. Orem, 347 Madison Ave., 

W Great WesTerN Evectro-Cuemicat Co. 9 Main St., San 
GREENBERG’s Sons, M. Fire Hydrant & Valve Mfrs., 765 
Folsom St., at Alice St., San Francisco, Cal........... 
GRINNELL Co., Inc. P. O. Box 336, Charlotte, N. C........ 

P Gurury, W.&L.E. 514 Fulton St., Troy, N. Y.............. 


HanxIn, Francis, & Co., Lrp. 598-604 Union Ave., Mon- 

Hanks Co., Frep W. Fred W. Hanks, Mgr., 10624 St. Clair 
Harvesty Mra. Co.,R. & Blake Sts., Denver, Colo.... 
P Henprie & Boutrnorr Mra. & Suprpty Co. James S. Smith, 
1635 Seventeenth St., Denver, Colo.................... 

P Hercuies Founprizs, Inc. Huntington Park, Calif....... 
P Hersry Mra. Co. South Boston, Mass..................... 
Hooxer EtecrrocuemicaL Co. G. F. Reale, 25 Pine St.., 
Hunoerrorp & Terry, Inc. Clayton, N. J................. 
Hypravtic DeveELopMENT Co. 296 Boylston St., Boston, 


revmaviag ENGINEERING. 1031 South Broadway, Los Angeles, 
Hyprozone Co., Inc. 5949 Grand Central Terminal Bldg., 


INGERSOLL, RanpD Co. 11 Broadway, New York City....... 
INTERNATIONAL FILTER Co. 333 W. 25th Place, Chicago, III. 
InTeRsTATE Macuinery & Suppty Co. 1006-8-10 Douglas 

P Iowa Vatve Co. 701 Hubbell Bldg., Des Moines, Iowa..... 


Apr. 2, 1913 
May 18, 1918 
May 31, 1918 


Mar. 30, 1926 
Mar. 23, 1925 
May 18, 1892 
May 23, 1923 
June 15, 1922 
May 12, 1908 
Aug. 28, 1924 
June 8 1909 


May 19. 1920 
June 11, 1902 


June 1, 1921 
July 31, 1928 
Jan. 5, 1925 
June 7, 1904 
Nov. 6, 1907 
May 13, 1914 
June 1, 1929 
Sept. 30, 1929 
Sept. 30, 1924 
May 17, 1923 
Apr. 16, 1919 
June 19, 1920 
June 5, 1926 
Mar. 31, 1925 
Mar. 15, 1882 
Mar. 22, 1926 
Sept. 30, 1929 
July 14, 1887 


July 7, 1920 
Dec. 31, 1926 


May 12, 1925 
Sept. 30, 1929 
Dec. 29, 1927 


Oct. 31, 1922 
Nov. 3, 1915 


May 31, 1927 
Nov. 24, 1928 


PW 


PW 


| 
ConrracTING.”’ 221 E. 20th St., Chicago, 
| 
= 
| 
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Byron Jackson Pump Mra. Co. West Berkeley, Cal........ 
Jenkins Bros., Lrp. 103 St. Remi St., Montreal, Canada... 
Jounson, Epwarp E., Inc. 2304 Long Ave., St.- Paul, Minn.. 
Jonrs, JAMES, Co. W. B. Jones, Sect., 201 Leroy St., Los 


KaLBFLEIscH Corporation. 200 Fifth Ave., New York, 
Wett Co. 112} E. Third St., Grand island, Nebr..... 
Hersert Kennepy & Co., Inc. Sales Agents, Pont-a- 

Mousson Pipe, 475 Fifth Ave., New York, N. Y........ 
Mra.Co. M.E. Kennedy, Treas., Elmira, 


PW La Morre Cuemicat Propucts Co. McCormick Bldg., 

LayNE AND Co. Memphis, Tenn.................... 
Leap Linep Iron Pipe Co., THE. Wakefield, Mass.......... 
Inc., Toe. Land Title Building, Philadel- 

Linpe Arr Propucts Co. H. E. Rockefeller, 30 E. 42nd St., 


McCioskEy TorcuCo. 3343 Collingwood Ave., Toledo, Ohio. 
McEvertast, Inc. 111 W. 7th St., Los Angeles, Calif....... 
McGowrn-Lyons Harpware & SupptyCo. Fred G. Demouy, 
McWaneE Cast Iron Pipe Co. Birmingham, Ala........... 
P Masss Hypravuic Pacxina Co. 431 8. Dearborn St., 
MacuInery Pipe & Suppty Co. 200—9th, San Diego, Calif. 
PW MacLean, Hue C., Pusuications, Lrp. Trade & Tech. Jis., 
347 Adelaide St. W., Toronto, Ont., Canada........... 
Marateens ALKALI Works, Inc. 250 Park Ave., New York, 


MicuigaAN VatveE & Founpry Co. 3631 Parkinson Ave., 

W Mississitpr1 Lime & Matertat Co. Mr. C. C. Schmoeller, 
MopeErnN Iron Works. Quincy, © 
Morris, I. P. & De La Verane, Inc. Richmond & Norris 
Morris Macuine Works. Baldwinsville, N. Y.............. 


NATIONAL ALUMINATE Corp. 6216 W. 66th Place, Chicago, III. 
Nationau Cast Iron Pipe Co. Paul A. Ivy, V. P., Birming- 

Corpn., Lrp. Cherry St., Toronto, Ont., 


Sept. 30, 1924 
May 20, 1920 
May 17, 1922 
Oct. 20, 1921 


June 8, 1906 
Jan. 7, 1924 


Sept. 8, 1928 
Mar. 24, 1911 
June 1, 1927 
May 14, 1926 
June 5, 1916 
Oct. 5, 1898 
Feb. 10, 1910 
Mar. 31, 1928 
Oct. 5, 1915 
Mar. 5, 1882 
June 6, 1916 


June 6, 1927 
Nov. 27, 1926 


June 17, 1929 
Apr. 23, 1923 


May 7, 1923 
Nov. 15, 1926 


June 2, 1920 
Mar. 16, 1920 
May 17, 1929 
June 7, 1919 


June 20, 1925 
June 27, 1905 


Oct. 21, 1927 
July 31, 1923 
June 6, 1927 
Mar. 15, 1882 
May 7, 1916 
Mar. 6, 1923 


June 21, 1926 
May 17, 1916 


Oct. 22, 1921 
Mar. 15, 1882 


105 
Keystone Dritter Company. Will R. Cook, Mgr., Pump : 
Department, Beaver Falls, 
Lock Joint Pipe Co. Box 21, Anges, 
Luptow VaLvE Mra. Co. Troy,N. 
LyncuBurRG Founpry Co. Lynchburg, Va..................- 
MEeErRRITT-CHAPMAN & Scotr Corp. 17 Battery Place, New _ | 
Decatur, Ill... 
Mo.tipLex Mra. Co. Multiplex Bldg.. Berwick, Pa........ 
Morray Iron Works Co. Burlington, Iowa................ 
Nationa Meter Co. 299 Broadway, New York, N.Y....... 


106 ASSOCIATE MEMBERS 


Nationat Tune Co. W.L. Schaeffer, 1902 Frick Bldg., Pitts- 


Nationa, WaTeR Main Cieantna Co. 50 Church St., New 
Netson, Jos. E., & Sons. Contractors, 3240 8. Michigan 
Neptune Meter Co. 50 East 42nd St., New York, N.Y...... 


NEw = Iron Works. 11 Water St., New Brunswick, 


Savings Bk. Bldg., Muscatine, Iowa................... 

Dritiina Co. Thos. O. Poe, Massillon, Ohio......... 
Ox1o VarNisH Company. J. P. Deery, 8709 Kinsman Road, 
Fame al Works. 5716 Bickett Street, Huntington Park, 
Paciric States Cast Iron Pipz Co. P. O. Box 18, Provo, 


PaRKER AppLiIANce Co. 10320 Berea Rd., Cleveland, Ohio.. 
Parsons, Kuapp, Brickeruorr & Dovetas. Consulting 

Engineers, 84 Pine St., New York, N. Y............... 
Preer.ess PumepCo. P. O. Box 493, Massillon, Ohio......... 
PENNSYLVANIA Satt Mra. Co. Widener Building, Phila- 

Prenstock Construction Co. F. M. Strecker, President, 

PermutTitCo. 440 Fourth Ave., New York,N.Y.. ......... 
Warer Co. 762 Lancaster ve., Bryn 

Co. 5906 Amboy Rd., Princes Bay, S. I., 


G., Co., Inc. 142 Raymond St., Brooklyn, 
Pomona Mra. Co. 206 E. Commercial St., Pomona, Calif... 
CreMENT AssocraTION. 33 W. Grand Ave., Chicago, 
Price Brotuers Co. H. D. Knight, Chief Engr.,1012 Harries 
“Pusiic Works.” 243 West 39th St., New York, N. Y....... 


Rex Tappine MacuineE Co. L. M. Biddle, 919 Sonoma St., 

Ricu Mre. Company. 3855 Santa Fe Ave., Los Angeles, 

Riter Con.tey Co. Box 939, Pittsburgh, Pa................ 
W Roserts Fitter Mre. Co. Darby, Philadelphia, Pa........ 
P Rome Brass & Copper Co. Rome, N. Y..........+-+-2+55: 
Ross Vatvz Mra. Co., Inc. Oakwood Ave., Troy, N. Y..... 


May 18, 1921 
July 10, 1906 
Sept. 7, 1919 


Jan. 31, 1927 
June 17, 1926 


May 29, 1925 


8, 1927 


Oct. 31, 1927 
May 11, 1927 


July 26, 1922 
June 6, 1927 


June 24, 1903 


Nov. 25, 1925 
Mar, 11, 1914 


May 1, 1909 
May 11, 1927 
July 10, 1906 
Apr. 14, 1914 
June 15, 1898 
May 8, 1915 


Apr. 30, 1926 
May 24, 1927 


Oct. 23, 1917 


Sept. 22, 1928 


May 25, 1918 
June 6, 1917 
May 12, 1890 
Mar. 31, 1928 
Jan. 10, 1927 


Apr. 18, 1891 


APW 


PW 


PW 


W 
APW 
Aug. 22, 1894 
| Jan. 4, 1929 
NORTHERN GRAVEL Co. G. H. Boynton, Pres., American 
P 
P 
Au. 
PirometerR Co. 50 Church St., New York, N. Y.............. 
PirrspurGH-Des Moines Steet Co. Pittsburgh, Pa........ 
PirtspurGH EquiTaBLe Meter Co. Wilkinsburg Branch 
PirtspurcH LaporaTory. P. O. Box 1115, Pitts- 
R.U.V.Co. 7 Burritt Ave., South Norwalk, Conn.......... 
RENSSELAER VALVE Co. Troy, 
Repusiic Brass Co. 1617-33 E. 45th St. Cleveland, Ohio. . 
Repusitic Frow Meters Co. 2240 Diversey Parkway, 
Oct. 27, 1925 
Sept. 26, 1927 
June 11, 1924 
Mar. 23, 1910 
Aug. 31, 1928 


AMERICAN WATER WORKS ASSOCIATION 


8. E. T. al & Hyprant Co. 50 Church St., New York, 
N 


Pump Vatve Co. 2 Rector St., New York, N. Y........ 
Sircn,C.W. Sirch Filters, Suite 300-301 Lankersheim Bldg., 

APW Smita, A. P.Mra.Co. East Orange, N.J.......... 
P Spartine, R. W. Manufacturer of Water Measuring Equip- 
ment, 945 North Main St., Los Angeles, Calif.......... 

P Sree. & PireCo.orCauir. 1100 Fourth St., Berkeley, 

Works, Inc. 6468S. California St., Stockton, 

APW Stone & WEBSTER ENGINEERING Corp. Dana M. Wood, 49 

inet Macuinery Co. 400 No. Michigan Ave., Chicago, 
Sypnor Pump & Wewu Co., Inc. Thos. G. Sydnor, Pres., 


Tuompson, Witi1amM H., Co., Inc. Water Main Cleaning 

Contrs., 501 Linwood Ave., Buffalo, N. Y.............. 
THOMSON-ADRIANCE, Inc. 253 Broadway, New York, N. Y.. 
THOMSON METER Co. 50 E. 42nd St., New York, N. Y...... 
TraveRSE City IRon Works. Box 67, Traverse City, Mich. 


Union WaTER MeTER Co. 33 Hermon St., Worcester, Mass... 
— Company. 824 Wilson St., Los Angeles, 
Pire Co. Box 1, Station H, Los Angeles, 
Unitep States Pipe & Founpry Co., 1421 Chestnut St., 


P Virernta Macu. & Co., Inc. Chas. F. Cole, Pres., 1319 

PW Voar Broruers Mra. Company. 1402 West Main Street, 


Waites Dove-Hermiston Corp. 17 Battery Place, New 
& TreRNAN Co., INc. Box 178, Newark, N.J....... 
PW Watwortu Company. 51 E. 42nd St., New York, N.Y........ 
& Pire Co. 11 Broadway, New York, 


Water Works Equipment Co. 50 Church St., Rooms 1950- 
Suprty Co. 208 Sharon Bldg., San Francisco, 
Warterovus Fire EnaineE Works. 80 E. Filmore Avenue, St. 
a Paint Co. Eugene R. Oden, Lankershim, 
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. 14, 1924 
31, 1929 


31, 1919 
7, 1921 


14, 1914 
23, 1922 


. 25, 1923 


7, 1897 


10, 1925 
23, 1926 
. 19, 1926 


29, 1925 


. 31, 1915 
. 13, 1924 
. 10, 1925 


. 17, 1928 
. 15, 1891 


29, 1924 


. 15, 1882 
. 7, 1926 
. 30, 1929 


11, 1892 


. 20, 1926 


12, 1925 


. 13, 1925 
23, 1915 
. 30, 1929 


4. 1911 
28, 1919 
10 1906 


. 12, 1928 


20, 1925 
24, 1927 


|| 
San JosE Founpry. San Jose, Calif................+eee0--- Oct 
W Savace, W. J., Co. Knoxville, Tenn........................ May 
APW ScorreLD ENGINEERING Co. 1324 Commercial Trust Bldg., 
SimpLex Vatve & Meter Co. 5722 Race St., Philadelphia, 
Pa ay 
var. 
Sept 
No 
Au 
Jan 
May 
Ma 
Dec 
Jan 
Apr 4] 
Ap. 
Mar 
Sept 
Sep 
June 
May 
Ma 
Apr 
Sep 
Mar 
‘“WateR Works ENGINEERING.’ 225 West 34th St., New 
June 
July 
Ar 
May 
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Westcorr VatveE Co. East St. Louis, Ill.................... June 24, 1929 
WesTerNn Concrete Pipe Co. P.O. Box 355, Los Angeles, 
WesTeRN ConcRETE Pipe Co. oF WASHINGTON. Tacoma, 
WesTEeRN Construction News, Inc. 114 Sansome St., San 
Pipe & Steet Co., or Cauir. 444 Market St., San 
PW Steet Co. Greensburg, Pa................ June 17, 1926 
P Woop, R.D., & Co. 400 Chestnut St., Philadelphia, Pa...... Apr. 16, 1884 
WorrTHIneton Pump & Macu’y Corp. 115 Broadway, New 
I 
I 
I 
I 
‘ 
I 
I 
7 
E 


J 


GEOGRAPHICAL DISTRIBUTION 


ALABAMA 


tive 12; Corporate 2; Associate 4; 


ACTIVE 


Birmingham: Decker, Horner, Sam- 
ple, Sweet, Van den Berg, Jr. 

Mobile: Charest 

Montgomery: Hazlehurst, Orum 

Muscle Shoals: Mickei 

Selma: Coleman 

Talladega: Dougherty 

Tuscaloosa: Abbott 


CORPORATE 


Birmingham: Alabama Power Co. 
Guntersville: Guntersville Water 
Works 


ASSOCIATE 


Birmingham: American Cast Iron 
Pipe Co., McWane Cast Iron Pipe 
Co., National Cast Iron Pipe Co. 

Mobile: McGowin-Lyons Hardware 
& Supply Co. 


ARIZONA 
Active 5; Corporate 1; Total 6 


ACTIVE 
Ajo: DuMoulin 
Flagstaff: Marshall 
Tucson: Bennett, Rider, Whitacre 
CORPORATE 
Bisbee: Peoples Arizona Gas & Elec. 
Corp. 
ARKANSAS 


Active 3; Corporate 3, Total 6 


ACTIVE 


Fayetteville: Ratliff 
Fort Smith: Vaughn 
Jonesboro: Christy 


CORPORATE 


Helena: Arkansas Utilities Co. 

Hot Springs: Hot Springs Water Co. 

= luff: Arkansas Power & Light 
oO. 


CALIFORNIA 


Honorary 1; Active 181; Corporate 21; 
Associate 31; Total 234 


HONORARY 
Los Angeles: Mulholland 


ACTIVE 


Alhambra: Downer, Goble 

Arcadia: Lee 

Bakersfield: Dillon 

Berkeley: De Costa, Foreman, Hyde, 
Klaus, _ Langelier, Reinhardt, 
Reinke, Rhodes, Stava 

Beverly Hills: Gerhart 

Bonita: Kearny 

Brawley: Park 

Burlingame: Henderson, Schuck 

Campbell: Hyde 

Carlsbad: Fraser 

Compton: Parrish 

Corona: Case 

Encinitas: Brown 

Fresno: Barnum, Leovitt 

Gardena: Sevier 

Glendora: Warren 

Hanford: Isaac 

Hayward: Smalley 

Huntington Park: Mohr 

La Habra: Launer 

Lindsay: Trauger 

Long Beach: Shaw 

Los Angeles: Anderson, Angilly, Bar- 
nard, Bayley, Beeson, Bowen, 
Breitkreutz, Brooks, Cates, Chapin, 
Conner, Derby, Dodge, Dudley, 
Finkle, Fischer, Fitz Gerald, 
Goudey, Hacker, Harnish, Hurlbut, 
Keene, Lawton, Long, Luippold, 
Mayer, Northrop, Read, Rockfel- 
low, Rowe, Rutledge, Shonerd, Sla- 
ter, Small, Smith, Stone, Taylor, 
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Thacker, Volk, Wall, Whitaker, 
Whitman, Wilson 

Lynwood: Cummings 

Martinez: Gaul 

Marysville: Belcher 

Menlo: Cook 

Merced: Casad 

Monterey Park: Oberholtzer 

Montrose: Carter 

National City: Rice 

Newport Beach: Patterson 

Oakland: Allen, Davis, Farrell, Gil- 
lepsie, Hawley, Magerstadt, Moul- 
let, Stewart, Wilhelm 

Ontario: Burt 

Orland: Wright 

Pacific Grove: Olmsted 

Pasadena: Allin, Jones, Morris 

Petaluma: Ellsworth 

Redding: Steinhauer 

Redondo Beach: Beebe, Gram, Rice 

Reward: Willis 

Riverside: Chase 

Sacramento: Hoskinson, Prugh, Stev- 
enson 

St. Helena: Gertsen 

San Bernardino: Starke 

San Bruno: Jorgensen 

San Diego: Ervast, Lovell, Savage, 
Symons, Wueste 

San Francisco: Abbott, Andrews, 
Badger, Barker, Bovard, Bragg 
De Josez, DeMartini, Elliott (Earl 
C.), Elliott (G. A.), Ellis, Flaa, 
Hammerly, Harris, Helwick, Hom- 
mon, Hunter, Jackson, Johnson, 


Kempkey, Kennedy, e, Love- 
land, MacKall, Martindale, Mc- 
Millan, O’Shaughnessy, Perry, 


Porter, Pracy, Randlett, Schuyler, 
Sharon, Suters 

San Jose: Ford, Green, Jenks, Relph 

San Rafael: Burt, Everette, Long- 
land, Peters, Prentice 

Santa Barbara: Trace, Wyant 

Santa Clara: Dixon 

Santa Cruz: Chisholm, Tait 

South Pasadena: Mudge, Roen 

Stanford University: Marx, Reynolds 

Stockton: Brown, Griffin 

Tulare: Berryhill 

Turlock: Brown 

Tustin: 

Vernon: McCurdy 

Watsonville: Kitchen 

Whittier: McLaren 

Willets: Morris 

Yorba Linda: Lewis 

Yreka: Thomas 
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CORPORATE 


Beverly Hills: Water Department 
Burbank: Public Service Depart- 


ment 
Glendale: Public Service Depart- 
ment 
Laguna Beach: Laguna _ Beach 


ounty Water District 
Los Angeles: American States Public 
Service Co., Conservative Water 
Co., Investment Water Co., De- 
partment of Water & Power 
Madera: Municipal Water Works 
Mill Valley: H. C. Symonds 
National City: Sweetwater Water Co, 
Oakland: East Bay Municipal Util- 
ity District 
Pasadena: Water Department 
Riverside: Water Department 
San Francisco: Benicia Water Co. 
San Jose: San Jose Water Works 
San Mateo: Pacific Water Co. 
Santa Monica: Water Department 
Vallejo: Water Department 
Ventura: Water Department 
Whittier: Water Department 


ASSOCIATE 


Berkeley: Steel Tank & Pipe of Calif. 

Huntington Park: Hercules Foun- 
dries, Inc., Pacific Pump Works 

Lankershim: Waterproof Paint Co. 

Los a Bent Concrete Pi 
Co., Calif. Meter Co., Hydraulic 
Engineering, James Jones Co., 
McEverlast, Inc., Rich Manufac- 
turing Co., C. W. Sirch, R. W. 
8 vier United Casting Co., 

nited Concrete Pipe Co., Western 

Concrete Pipe Co. 

Oakland: Forni Mfg. Co. 

Pasadena: Art Concrete Works 

Pomona: The Pomona Mfg. Co. 

- Diego: Machinery Pipe & Supply 


0. 
San Francisco: Cement Gun Con- 
struction Co., C. G. Claussen & 
Co., Inc., Great Western Electro- 
chemical Co., M. 
Sons, Water Works Supply Co., 
Western Construction News, Inc., 
Western Pipe & Steel Co. of Calif. 
San Jose: San Jose Foundry 
Stockton: Sterling Pump Works, Inc. 
Vallejo: Rex bg Machine Co. 
West Berkeley: Byron Jackson Pum 
Mfg. Co., California Corruga’ 
Culvert Co. 


AMERICAN WATER WORKS ASSOCIATION 


COLORADO 
ctive 28; Corporate 6; Associate 3; 
otal 37 
ACTIVE 
Boulder: Poe 


Brighton: Petersen 
Colorado Springs: McReynolds, Tru- 


man 

Denver: Cederberg, Gross, Hilts, 

aang Leaf, Leahy, Lowther, 
r. 


Mars, , McLaughlin, Mleynek, 
Mulligan, 'Ristine, Jr., Sumner, 
Turre, Vail, Warner, Wilson 


Gunnison: Keenan 

Hugo: Van Arsdale 

Leadville: Sharp 

Pueblo: Porter, Stone, Wagner 
Trinidad: Griffin 


CORPORATE 


Boulder: Water Department 
Canon City: Water Department 
Fort Collins: City of Fort Collins 
Greeley: City of Greeley 

La Junta: City of La Junta 
Loveland: City of Loveland 


ASSOCIATE 


Denver: Colorado Fuel & Iron Co., 
The R. Hardesty Manufacturing 
Co., Hendrie & Bolthoff Manufac- 
turing & Supply Co. 


CONNECTICUT 


Active 23; Corporate 2; Associate 3; 
otal 28 


ACTIVE 


Ansonia: Davis 

Bridgeport: Senior 

Bristol: Lourie 

Danbury: Raymond 

East Hartford: Walsh 

Greenwich: Putnam, Willson 

Hartford: Dillon, Griswold, New- 
lands, Peck, Saville, Scott 

New Canaan: 

New Haven: Gaillard, Glynne, Hill, 
Minor, Winslow 

Southington: MacKenzie 

Stamford: Ketcham 

Thompsonville: Schwabe 

Torrington: Travis 


CORPORATE 


Derby: Birmingham Water Co. 
Middletown: 
Works 


Middletown Water 


11 


ASSOCIATE 


South Norwalk: The R. U. V. Co. 
Waterbury: The American Brass Co., 
Chase Brass & Copper Co. 


DELAWARE 
Active 7; Total 7 


ACTIVE 


Dover: Beckett 
Wilmington: Butz, Sr., Draper, 
ae Hoopes, Jr., Van Trump, 
ills 


DISTRICT OF COLUMBIA 
Active 13; Total 13 


ACTIVE 


Washington: Brumbaugh, Burt, 
Collins, Curtis, Dorsey, Hardy, 
Kay, Lauter, Macqueen, Miller, 
Tarbett, Thompson, Van Doren 


FLORIDA 
Active 48; Corporate 1; Total 49 


ACTIVE 


Bradenton: Van Camp 
Clearwater: Alley, Schwabel 
Daytona Beach: Main, Tippins 


Fort Lauderdale: Cannon, Keis, 
Solomon 

Gainesville: Black, Brown 

Jacksonville: Eastwood,  Filby, 


Parker, Simons, Jr., Smith, Tyler, 
Weaver 

Kissimmee: Buckels 

Lake Worth: Wertz 

Melbourne: Bennett 

Miami: Hyman 

Mulberry: Madison 

Ocala: Christian 

Orlando: Croll, Michaels, 
Rhynus 

Palatka: Cauthorn 

Plant City: Tyner 

St. Augustine: Center, Gray 

St. Petersburg: Lane 

Sarasota: Brumby, Jr. 

South Jacksonville: McKain 

Stuart: DeMova 

Tallahassee: Gunter 

Tampa: Grant, Hamilton, Humph- 
reys, Jones, Lyles, Mick 

Titusville: Wilson 

Vero Beach: Damerow 


Norris, 
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West Palm Beach: Chinn, Reynolds, 
Williams, Jr. 
Winter Park: Georgia 


CORPORATE 
Gainesville: City of Gainesville 


GEORGIA 


Honorary 1; Active 32; Corporate 3; 
Associate 1; Total 37 


HONORARY 
Atlanta: Clayton 
ACTIVE 


Atlanta: Clarkson, Grimes, Hall, 
Hicklin, Irvin, Sallee, Singleton, 
Smith, Stillwell, Titshaw, Weir, 
Wiedeman, Wilcox 

Augusta: Hunter, Smith 

Avondale Estates: Lilly 

Blakely: Killebrew 

Cairo: Clifford 

Carrollton: Huckeba 

Columbus: Darrow, Smalshaf 

Dalton: McCamy 

East Point: Hutcheson 

Macon: Findlay 

Marietta: Turner 

Moultrie: Bingham 

Newnan: Passolt 

Rome: Frye, King 

Thomaston: Kelly 

Thomasville: Pringle 

Valdosta: Gainey 


CORPORATE 
Griffin: Light, Water & Sewerage 
Department 
Macon: Board of Water Commis- 
sioners 
West Point: Lanett Cotton Mill 
ASSOCIATE 


East Point: Georgia-Louisiana Corp. 


IDAHO 


Active 4; Corporate 2; Total 6 


ACTIVE 
Boise: Smith 
Coeur d’Alene: Voellmeck 
Lewiston: Hughes 
Pocatello: Rainey 


CORPORATE 


Boise: Idaho Surveying & Rating 
Bureau 
Potlatch: Potlatch Lumber Co. 


ILLINOIS 


Honorary 2; Active 151; Corporate 8; 
Associate 26; Total 187 


HONORARY 


Chicago: Keeler 
Quincy: Bull 


ACTIVE 


Alton: Miller 

Aurora: Barclay, Willett 

Bloomington: Woltman 

Cairo: Roos 

Carbondale: Dyhrkopp, Gill 

Champaign: Amsbary 

Chicago: Allen, Alvord, Bachmann, 
Barron, Baylis, Behrman, Bemis, 
Birdsall, Brensley, Bruden, Bur- 
dick, Christman, Cole, Condon, 
Coughlan, Crane, DeBerard, De- 
Leuw, Dorsey, Eddy, Enander, 
Engel, Fager, Fink, French, Friend, 
Fulkman, Gayton, Gerstein, Gold- 
smith, Gordon, Greeley, Green, 
Greer, Groner, Hancock, Hanley, 
Hansen, Harris, Hartman, Hart- 
mann, Hendricks, Hickox, Holmes, 
Holway, Horstmann, Jordan, 
Knowles, Koyl, Kramer, McClena- 
han, Marshall, Massey, Mathews, 
Matteson, Maxwell, Merckel, Mohl- 
man, Moseley, Munn, Noble, Par- 
sons, Pearse, Prindle Putnam, 
Ramey, Rasch, Jr., Rathbun, Rey- 
nolds, Richardson, Ridley, Ruch- 
hoft, Schmid, Jr., Shaw (Frank R.), 
Shaw (Walter A.), Sherman, 
Shields, Skinner, Stanley, Suhr, 
Tanner, Tonney, Versluis, Vogel- 
back, Williams, Wolfe 

Danville: Ely, Symons 

Decatur: Carrick, Hatfield, Green- 
field, Warren 

Dixon: Hawley 

East St. Louis: Horner 

Elgin: Scarritt 

Elmhurst: Crockett 

Evanston: Polk 

Freeport: Hutchins 

Galva: Lundberg 

Glencoe: Young 

Hillview: Stoldt 

Hinsdale: Menold 

Jacksonville: Potter, Swanson 

LaGrange: Gallaher, Howson 

Lake Forest: Gibbs 

Marseilles: Hahn 

Mattoon: Clark, Rue 

Maywood: Olson 


bed 
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Moline: Jacobsen 

Mt. Carmel: Barnhard 

Murphysboro: Tennant 

Oak Park: Davidson, Meyers 

Pana: Stanfield 

Pekin: Lautz 

Peoria: Crozier, Morgan, Ringness 

Quincy: Gelston 

Rockford: Giesey 

Rock Island: Murrin 

South Chicago: Chamberlin 

Springfield: Ferguson, Reid, Sabin, 
Spaulding 

Sterling: MacDonald 

Streator: Huggans 

Taylorville: Dappert 

Urbana: Babbitt, Boruff, Buswell, 
Enger, Fleming, Gerber, Talbot 

Waukegan: Miller 

Wheaton: Stickney 

Yorkville: Habermeyer 

Zion: Craig 


CORPORATE 


Chicago: Illinois Inspection Bureau, 
Municipal Water Co. of Illinois 

Lake Forest: Water Department 

Moline: Water Department 

Peoria: Peoria Water Works Co, 

Quincy: Water Works Commission 

Springfield: Central Illinois Public 
Service Co. 

Winnetka: Village of Winnetka 


ASSOCIATE 
Mississippi Lime & Material 


Aurora: The American Well Works, 
Barber-Greene Co. 

Chicago: American Steel & Wire 
Co., Automatic Cone Valve Co., 
Automatic Primer Co., Birch 
Manufacturing Co., Bird-Archer 
Co., Chicago Bridge & Iron Works, 
J. B. Clow & Sons Crane Co., 
Dearborn Chemical Co., Engineer- 
ing & Contracting, Fairbanks 
Morse & Co., General Chemical 
Co., Mabbs Hydraulic Packing Co., 
National Aluminate Corp., Jos. E. 
Nelson & Sons, Portland Cement 
Association, Republic Flow Meters 
Co., Sullivan Machinery Co. 

Decatur: Mueller Co. 

East St. Louis: Westcott Valve Co. 

Mattoon: H. W. Clark Co. 

Quincy: Dayton-Dowd Co., Modern 
Iron Works 
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INDIANA 


Honorary 1; Active 47; Corporate 3; 
ssociate 2; Total 53 


HONORARY 
Terre Haute: Gwinn 


ACTIVE 


Elkhart: Stephenson 

Fort Wayne: Waldrop 

Frankfort: Marvin 

Gary: Luscombe 

Greencastle: Reeves 

Hammond: Bowers, Partridge, 
Schonert 


Indianapolis : Brossman, Calvert, Cru- 


ger, Diggs, Garman, Hurd, Jeu 
(Bernard .), Jeup (B. J. T) joe 
dan (Frank C.), Jordan (Harry 


E.), Mabee, Mauch, Moore (J. W.), 
Moore (Russell B.), Morse, New- 
comer, Schwier, Winkle 

Kokomo: Stradling 

La Porte: Foutz 

Marion: Van Cleave 

Muncie: Stewart 

Newcastle: Scholl 

Princeton: Joplin 

Richmond: Dill 

Rockport: Hoffman 

South Bend: Dish, McCaffery 

Sullivan: Kerlin 

Tell City: Weisenberger 

Terre Haute: Durbin 

Valparaiso: Agar, Bradley 

Vincennes: Caton, Schwartz, Watts 

Wabash: Klare 

Washington: Jones 

Whiting: Bartuska 


CORPORATE 


Evansville: Water Works 

Indianapolis: Water & Sewage De- 
partment 

New Albany: Interstate Public Ser- 
vice Co. 


ASSOCIATE 


Lawrenceburg: A. D. Cook, Inc. 
Wabash: Fort Meter Box Co. 


IOWA 


Honorary 1; Active 45; Corporate 3; 
Associate 4; -Totai 53 


HONORARY 
Davenport: Donahue 
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ACTIVE 


Ames: Buchanan, Levine, Murphy 

Bettendorf: Schneider 

Boone: Nelson 

Burlington: Lawlor 

Carroll: Badley 

Cedar Rapids: Bates, Blomquist 

Centerville: Alexander 

Clinton: Meeker 

Council Bluffs: Ehrhart, Hansen, 
Jensen, Myrtue 

Davenport: Healey, Henderson 

Des Moines: Corcoran, Denman, 
Higgins, Maffitt (Dale L.), Maffitt 
(Howard C.), Tenny, Thorpe, 
Wieters 

Fort Dodge: Bird, Pray 

Fort Madison: Kearns 

Iowa City: Bartow, Hinman, Jr., 
Hostetler, Keller, Waterman 

Marion: Toms 

Marshalltown: Pederson 

Mason City: Crofoot 

Muscatine: Molis 

Oskaloosa: Hawkins 

Ottumwa: Brown 

onan City: Carlin, Smith, Suther- 
an 

Waterloo: Hendry, Shoemaker 

Webster City: Currie 


CORPORATE 
tae : Taxpayers Municipal Water 
or 
Dubuque City Water 
Works 
Muscatine: Water Trustees 
ASSOCIATE 


Burlington: Murray Iron Works Co. 

Bluffs: Giant Manufacturing 
oO. 

Des Moines: Iowa Valve Co. 

Muscatine: Northern Gravel Co. 


KANSAS 
Active 14; Corporate 3; Total 17 


ACTIVE 


Abilene: Sutton 
Atchison: Chisham 
Chanute: Lawrence 
Eureka: Huntington 

unction City: Rathert 

ansas City: Barclay, Mangun 
Lawrence: Boyce 


Manhattan: Ulrich 
Salina: Paulette 

Topeka: Fichtner, Stewart 
Wichita: IXelley 

Winfield: Welfelt 


CORPORATE 


Emporia: Water Department 
Lawrence: Engineering Department 
Salina: Water Department 


KENTUCKY 


Active 27; os 5; Associate 1; 
otal 33 


ACTIVE 


Ashland: Patton 

Covington: Kingsley 

Frankfort: Griffin 

Glasgow: Hargett 

Harrodsburg: Moore 

Henderson: Overstreet 

Lexington: Bell, Cramer (Hugh R.), 
Cramer (W.S8.), Gillig, Pinnell 

Louisville: Chambers, Clemens, 
Long, Lovejoy, McGonigale, 
Parker, Peabody, Stover 

Mayfield: Or 

Maysville: Duke 

Millersburg: Madison 

Mt. Sterling: Blevins 

Owensboro: Watson 

Paducah: Burnett 

Richmond: Dougherty 

Winchester: Attersal 


CORPORATE 


Ashland: Water Commission 

Hopkinsville: Kentucky-Tennessee 
Light & Power Co. 

Louisville: State Board of Health, 
Kentucky Utilities Co., Louisville 
Water Co. 


ASSOCIATE 
Louisville: Vogt Brothers Manufac- 
turing Co. 
LOUISIANA 


Honorary 1; Active 11; Corporate 2; 
Total 14 


HONORARY 
New Orleans: Earl 
ACTIVE 
Hammond: Mentz 
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New Orleans: Earl, Eastwood, 
Fowler, Grant, O’Neill, Porter, 
Sullivan 

Ruston: Saurbrey 

Shreveport: Amiss, Mayo 


CORPORATE 


Baton Rouge: Baton Rouge Water 
Works Co. 

Lake Charles: Gulf States Utilities 
Co. 


MAINE | 
Active 10; Corporate 1; Total 11 


ACTIVE 


Augusta: Campbell 

Bangor: Powel 

Northeast Harbor: Mullikin 

Portland: Coburn, Graham 
(Geo. F.), West (Vernon fF.) 

Rockland: McAlary 

Waterville: Thompson 

York Village: Everett 


West 


CORPORATE 
Waterville: Trustees Kennebec 
Water District 
MARYLAND 
Active 34; Associate 1; Total 35 
ACTIVE 
Annapolis: Munroe 


Baltimore: Armstrong, Biser, Blohm, 


Coblentz, Di Domenico, Ellis, 
Flack, Gromery Hopkins, Keefer, 
Megraw, Powell, Requardt, Stroh- 


meyer, Warren, Whitman, Wolf, 
Wolman 

Chevy Chase: Maur 

Cumberland: Bruce 

Frederick: Crum 


Ha — Cannen, Ferguson, 
ear 
Hyattsville: Devilbiss, Hall, Hech- 
mer, Morse, Shaw 


Riverdale: Owings 
Salisbury: Dryden 
Towson: Diggs, Jr., Jones 


ASSOCIATE 


Baltimore: La Motte Chemical Prod- 
ucts Co. 
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MASSACHUSETTS 
Honorary 2; Active 60; Associate 8; 
Total'70 


HONORARY 


Holyoke: Tighe 
Lowell: Thomas 


ACTIVE 


Boston: Barbour, Chase, Clark, Cur- 
tis, Eddy, Fales, Finneran, French, 
Haley Horne, Hough, 
Houser, Howard, ‘Huang, Killam, 
McInnes, Marston, Mowry, Sher- 
man, Skinner — Taber, 
Wentworth (Fran lin H.) Went- 
worth (John P.), Weston, Wheeler, 
Williams, Winsor 

Brockton: Kingman 

Cambridge: Fair, Good, Whipple 

Concord: Robinson 

Danvers: Est 

Fairhaven: Gidley 

Fall River: Guiney 

Greenfield :. Field 

Holyoke: Gear 

Lowell: Safford 

Medford: Dwyer 

Melrose: Emerson 

Milton: Heffernan 

New Bedford: Chase, Drake, Taylor 

Newton Centre: Gilcreas 

Newtonville: B 

Reading: Taber 

Somerset: Eagan 

Southbridge: Abbott 

Springfield: Lochridge 
are: Merrill 

Wellesley Hills: Adams 

West Somerville: Lacount 

Woburn: Macksey : 

Worcester: Goodale, Hoy, Kiernan, 
Lingley 


ASSOCIATE 


Boston: Edson Manufacturing Corp., 
Hydraulic Development Co., Stone 
& Webster, Inc. 

Indian Orchard: Chapman Valve 
Manufacturing Co. 

Lynn: Cement Lined Co. 

er Boston: Hersey Manufacturing 

0. 
Wakefield: The Lead Lined Iron 


Pipe Co. 
Worcester: Union Water Meter Co. 
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MICHIGAN 


Active 59; Corporate 8; Associate 4; 
otal 71 


ACTIVE 


Ann Arbor: Ayres, Decker, Hoad, 
Holland, McNamee, Williams 

Benton Harbor: Jones 

Cadillac: Webb 

Clawson: Cookingham 

Coldwater: McQueen 

Dearborn: McCarthy 

Detroit: Bird, Blessed, Dow, Dun- 
ham, Ellis, Fenkell, Gerardy, Grob- 
bel, Hardin, Hinchman, Hubbell, 
Lenhardt, Majeske, Mayo, Morrill, 
Norton, Orton, Outzen, Rudd, 


Smith, Stephenson, Wallace, 
Wyckoff 

Grand Rapids: Billings, Sperry, 
Vogelback 


Best, England, Hatch 

amazoo: Libby, Norman : 

Ludington: Williams 

Marquette: Johnston 

Monroe: Weaver 

Mt. Clemens: Hoot, Keils 

Pontiac: Monroe 

Port Huron: Cascadden, Naumann, 
Sterosky 

Rochester: Jackson 

Saginaw: Eckert, Eymer 

Wyandotte: Allen 


CORPORATE 


Ann Arbor: Water Works Commis- 
sion 

Bay City: Water Works Department 

Flint: Board of Water Commissioners 

Grand Rapids: Department of Pub- 
lic Service 

Ironwood: Water Department 

Lansing: Board of Water & Electric 
Light Commissioners 

Pontiac: Department of Water 
Supply 

Saginaw: Water Department 


ASSOCIATE 
Detroit: Burroughs Adding Machine 
a Michigan Valve & Foundry 


0. 

Port Huron: Mueller Brass Co. 

Traverse City: Traverse City Iron 
Works 


MINNESOTA 


Honorary 1; Active 44; Corporate 4; 
Associate 2; Total 51 


HONORARY 
St. Paul: Caulfield 


ACTIVE 

Austin: Todd 

Chisholm: Sullivan 

Duluth: Corine, Foster, Kelly, Wilson 

Fairmont: Basom 

Faribault: Wilson 

Gilbert: Spitznagel 

Hibbing: Forsberg 

Lake City: Howe 

Lakewood: Seligman 

Minneapolis: Bass, Childs, Fiedler, 
Finch, James, Janzig, Jensen, John- 
son, Lasley, Lundell, McCulloh, 
Mellen, Moberg, Montank, Raab, 
Whittaker, Wilbur, Woodward 

Rochester: Schwarz 

St. Cloud: Seibert 

St. Paul: Crowley, Druar, Feist, 
Grime, Kelsey, McDonald, May, 
Routh, Sudheimer, Thompson, 


Thuma 
Virginia: Pruett 
CORPORATE 
Minneapolis: Committee on Water 
Works, General Inspection Bureau 


St. Paul: Water Department - 
Winona: Board of Municipal Works 


ASSOCIATE 


St. Paul: Edward E. Johnson, Inc., 
Fred A. Waterous 


MISSISSIPPI 
Active 7; Total 7 


ACTIVE 
Clarksdale: Pointer 
Columbus: Ellis 

Jackson: Fewell 

Meridian: Pinkston, Slaughter 
Winona: Johnson 

Yazoo City: Middleton 


MISSOURI 


Active 53; Corporate 1; Associate 1; 
otal 55 


ACTIVE 

Hannibal: Wolfe 

Independence: Gallagher 

Jefferson City: Bosch, Helmreich, 
Johnson, Peters 


| 
| 
Highland Park: Bolton, Whitsit k 
Holland: Champion 
Iron Mountain: Senseman 
: 
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Kansas City: Archer, Bacharach, 
Baldwin, Black, Foreman, Gilki- 
son, Haskins, Kiersted, Jr., 

Learned, McDonnell (Robert =a 

McDonnell (Robert Howlett), Mu 
lergren, Pratt, Reynolds, Samuel, 
Jr., Strang, Veatch, Jr., Whitmire 

Marshall: Hoyob, Jr. 

St. Joseph: Bodkin 

St. Louis: Allgeyer, Black, Cutts, 
Day, Easterday, Flad, Fleming, 
Fuller, Graf, Henby, Jutz, Meyer, 
Monfort, Nelson, Nolte, Pritchard, 
Serkes, Skinker, Smith, Wall, 
Wesley 

Savannah: Lauber 

Sedalia: Andrews 

Gray, Pate 
niversity City: Weir 

West Plains: Britain 


CORPORATE 


Kansas City: Director of the Water 
Department 


ASSOCIATE 


St. Louis: American Foundry & 
Manufacturing Co. 


MONTANA 
Active 26; Corporate 2; Total 28 
ACTIVE 


Billings: Newton, Willett 

Butte: Carroll, Plummer, Probst, 
Thomas 

Chinook: Brandis 

Choteau: Moore 

Columbus: McClure 

Glendive: Hurdle 

Great Falls: Lindstrom 

Havre: Sandquist 

Helena: Foote 

Kalispell: Lawrence, MacDonald 

Lewistown: Schmit 

Livingston: Cortese 

Miles City: Doane, Hall 

Missoula: Christensen, Thane 

Ronan: Odiet 

Roundup: Quinnell 

Superior: Horning 

Troy: Hubbard 

Whitefish: Bayha 


CORPORATE 


Anaconda: Water Works Department 
Great Falls: Water Department 
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NEBRASKA 


Active 8; Corporate 2; Associate 2; 
otal 12 


ACTIVE 
Lincoln: Erickson 


: Armstrong, Barr, Bruce, 
Knouse, Leisen 
Plattsmouth: Minor 
Wilber: Diller 
CORPORATE 
Lincoln: Water and Lighting De- 


partment 
Omaha: Metropolitan Utilities Dis- 
trict 
ASSOCIATE 
Grand Island: Kelly Well Co. 
Omaha: Interstate Machinery & 
Supply Co. 


NEVADA 
Active 3; Corporate 1; Total 4 
ACTIVE 
Carson City: Pennington 
East Ely: Smith 
Reno: Campbell 
CORPORATE 


Reno: The Truckee River Power Co. 


NEW HAMPSHIRE 
Active 3; Corporate 1; Total 4 
ACTIVE 
Concord: Howard, Storrs 
Hanover: Marsden 
CORPORATE 
Nashua: Pennichuck Water Works 


NEW JERSEY 


Active 120; Corporate 10; Associate 
9; Total 139 


ACTIVE 


Ampere: Longley 
Arlington: Donnell y 
Asbury Park: Bartley, White 
Atlantic City: Van Gilder, Wigley 
Bernardsville: Williamson 

Bogota: Cowles 

Boonton: Breitzke, Mallalieu 
Bound Brook: Brush, Kupper, Smith 
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Burlington: Buzby, Capron, Conard, 
Russell 

Camden: Long, Vosbury 

Cedar Grove: Goslau 

Charlotteburg: Reilly 

Collingswood: Borden 

Dunellen: Whitford 

East Orange: Baldwin, Gorman, Hal- 
way, McLaughlin, Roper, 

nyder 

Elizabeth: Booth, Buck, Faitoute, 
Mitchell, Newkirk, Jr., Radcliffe 

Englewood: French 

Franklin: Jenkins 

Glen Ridge: Worden 

Hackensack: Noack 

Haddon Heights: Smith 

Haledon: Kapp, Jr. 

Harrison: Matte 

Haskell: Holdredge 

Highland Park: Malmros, Jr. 

Hoboken: Anderson 

Jersey City: Corbin, Jewell, Mc- 
Evoy, Mauzy, Tator, Van Keuren 

Little Falls: Barton, Green 

Lodi: McClellan 

Long Branch: Herr 

Merchantville: Rudderow 

Millville: Buell 

Montclair: Folwell, Knox 

Morristown: Hoffman 

New Brunswick: Atkinson, Lendall, 
Morris 

New Milford: Cowles, Spalding 

Newark: Bank, Foulks, Judson, 
Mueller, Orchard, Pratt (Arthur 
H.), Pratt (Gilbert H.), Rosen- 
treter, Scherer, Scholz Sherman, 
Sherrerd, Simpson, Woolley 

Nutley: Cutler 

Ocean City: Steelman 

Orange: Luth 

Palisades: Miller 

Passaic: Hopper, Knight 

Paterson: Cook (Arthur T.), Cook 
(John H.), Cuddeback, Harder, 


yle 
Perth Amboy: Mason 

Plainfield: Gavett 

Princeton: Eldridge 

Rahway: Gibbons 

Red Bank: Cadman 

Ridgewood: Bauman, Carr 
Riverside: Port 

Riverton: Buck 

South Orange: Smith 

Summit: Bassett 

Trenton: Brooks, Croft, Hartwell 
Upper Montclair: Wilson 


Weehawken: Alfke, Cady, Davies’ 
Fricker, Lebold, Schlicht, Talbot 

West Englewood: Wieghardt 

West Orange: Fritz, Glannan, Wilson 

Westfield: Haskew 

Wildwood: Banks 

Woodbridge: Mundy 


CORPORATE 
Dover: Water Commissioners 
East Orange: Board of Water Com- 
missioners 
Glen Ridge: Water Department 
eights: New Jersey Water 


0. 

Millville: Millville Water Co. 

Montclair: Bureau of Water Su ply 

Mount Holly: The Mount Ho y 
Water Co. 

Totowa: Borough of Totowa 

Trenton: New Jersey Department 
Conservation and Development, 
Trenton Water Works 


ASSOCIATE 

Ampere: Lock Joint Pipe Co. 

Bayonne: The Babcock & Wilcox Co, 

Clayton: Hungerford & Terry, Inc. 

East Orange: The Federal Meter 
Corp., The A. P. Smith Manufac- 
turing Co. 

Newark: Gamon Meter Co., Wallace 
& Tiernan Co., Inc. 

New Brunswick: New Brunswick 
Iron Works 

— DeLaval Steam Turbine 

oO. 


NEW MEXICO 
Active 4; Corporate 3; Total 7 


ACTIVE 


Cimarron: Alpers 
Raton: Culberson 
Santa Fe: Fox 
State College: Garst 


CORPORATE 


Deming: Water Department 
East Las Vegas: Agua Pura Co. 
Santa Fe: New Mexico Power Co. 


NEW YORK 


Honorary 3; Active 306; tg ni 32; 
Associate 59; Total 


HONORARY 


New York: Herschel, Smith 
roy: Mason 
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ACTIVE 


Albany: Bates, Cook, Cox, Holm- 
quist, Horton, Prior, Suter, Wach- 
ter, Wheeler, Willeomb 

Amsterdam: Dwyer 

Avon: Clark 

Bay Shore: Fenn, Jr. 

Binghamton: Gitchell 

Briarcliff Manor: Manahan 

Brooklyn: Aeryns, Armstrong, Blei- 
stein, Dowd, Ellwood, Flannery, 
Gaffney, Hale, Horandt, Larmon, 
Woolnough, Vertefeuille 

Buffalo: Ames, Andrews, Bartram, 
Bassett (Charles K.), Bassett 
(Geo. B.), Boyle, Diehl, Fitzgerald, 
Grotz, Huy, Reisweber, Roberts, 
Showell, Jr., Wagner, Woods 

Canajoharie: Bullock 

Canandaigua: Ellis 

Corning: Drake 

Cortland: Coleman, Eginton, Peck 

East Rochester: Babcock 

East Rockaway: Clark 

Elmira: Jones 

Elsmere: Bedell, Tiedeman 

Fairport: Scarth 

Far Rockaway: Bettes, Durland, 
Stearns 

Flushing: Cook, Laase 

Gloversville: Orr 

Haverstraw: Chapman 

Hawthorne: King 

Hempstead: Marshall, Stevens 

Herkimer: Wood 

Highbridge: Nelson 

Highland: Schantz 

Hudson Falls: Fasoli 

Ilion: Trimble 

Ithaca: Bishop, Carpenter, Chamot, 


eery 
Jackson Heights: Craig, Jr., Diven 
amaica: Sleeper 
tonah: Coffin 
Kingston: Darrow, Honness, Lough- 
ran 
Larchmont: Foote, Hoffmaster 
Le Roy: Palmer 
Long Beach: Herzog 
Long Island City: Ankener, Clark, 
Tanner, Weaver 
Lyons: Zimmerlin 
lone: Van Deusen 
Mamaroneck: Duffy, Nordmann 
Manhasset: Hoa 
Merrick: Birch, 5 Spear 
Middletown: Korschen, LaPolt 
Mineola: Bowne 
Monsey: Mapes 


Mount Vernon: Havill, Ruggles, Wol- 


rt 

Newark: Wright 

Newburgh: Gilcrist 

New Rochelle: Applebaum, Cranch, 
Fell, MacNamee, Reynolds, Jr. 

New York: Baker, Baldwin, Ballou, 
Barnes, Barns, Beck, Berry, Bes- 
selievre, Biggs, Jr., Blanchard, 
Blossom, Blum, Bogert, Booth, 
Bowe, Brush, Bull (Charles H.), 
Bull (Irving C.), Calder, Case, 
Chase, Chenery, Clark, Cleveland, 
Cleverdon, Cole, Couch, Coulter, 
Culver, Cunningham, Darby, Den- 
nett, Donaldson, Dorer, Dunham, 
Edwards, Enslow, Everett, Ewry, 
Freer, Fuller, Geehan, Gordon, 
Gorman, Gould, Hansen, Harding, 
Jr., Hazen, Hendrick, Hill, Jr., 
Hoag, Hoagland Hodgman, Ho- 
gan Holbrook, Holdredge, How- 
and, Hughes, Hutson, Jackson, 
Jacobs, Johnson (Geo. A.), John- 
son (R. K.), Jones (Allen A.), 
Jones (H. Seaver), Keckler, 
Kemble, Kendall, Kenzle, Kienle, 
Klein, Koster, Kriegsheim, Ledden, 
Luce, McClintock, McKay, Mal- 
comson, Manahan, Marsh, Mendel- 
sohn, Merriman, Meyerherm, 
Milholland, Newsom, Niesley, Nor- 
com, Nuebling, Ormerod, Parker, 
Patitz, Pease, Phelps, Phillips, 
Pigman, Pincus, Pirnie, Potter, 
Potts, Provost, Jr., Reeder, Rein- 
hard, Ruff, Sanborn, Schulz, Scott, 
Siems, Smilari, Spear, Stearns, 
Stewart, Swindells, Tainter, 
Tuttle, Van Gorder, Vermeule, 
Watt, Wells, Wiggin, Williamson, 
Wilson, Wood 

Niagara Falls: Dignan, McCulloh, 
Perry. Robbins, Suitor 

North Tarrytown: Helling, Kassay 

Norwich: Ames, Riley 

Ogdensburg: Lord 

Oneida: ite 

Oneonta: Lyon, Lyon (Mrs.) 

Ossining: Bedell 

Oswego: McCafirey 

Ozone Park: McWilliams 

Perry: Snyder 

Port Chester: Cooney 

Poughkeepsie: Walker 

Prattsville: Fifield 

Rensselaer: Claflin 

Rochester: Amos, Baker, Bliven 
(Geo. H.), Bliven (M. Harvey). 
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Dewey, Fisher, Goler, Hevenor, 
Hopkins, Kittredge, Lewis, Little, 
Lynch, Matthews, Miller, Mott, 
Russell, Shnidman, Skinner, 
Worthington 

Scarsdale: Henshaw, Wyckoff 

Schenectady: Devendorf, Erickson, 
Taylor 

Selkirk: Slack 

Southampton: Van Brunt 

Staten Island: Barnes 

Syracuse: Booth, Daw, Keating, 
Palmer, Stewart, Williams, Jr. 

Tarrytown: Losee 

Troy: Caird, Caldwell, Clifton, End, 

nickerbacker 

Utica: Dewey, Hodges, Hopkins 
(Edwin W.), Hopkins (Franklyn 
C.), Miles, Robertson 

Valley Stream: Morlan 

Voorheesville: Horton 

Waterford: Yaxley 

Watertown: Ackerman, Field 

Wellsville: Rowe 

Woodhaven: Bliven 

Yonkers: Barker, Buhrendorf 


CORPORATE 


Auburn: Water Department 
Sumpwams Water Works 


Buffalo: Bureau of Water, Western 
New York Water Co. 

Corning: Water Works 

Elmhurst: Citizens Water Supply 


Co. 

Elmira: Water Board 

Endicott: Endicott Water Works Co. 

Glens Falls: Board of Water Com- 
missioners 

Ilion: Board of Water Commissioners 

City: Water Department 
enwood: Sherrill-Kenwood Water 
Commission 

Lockport: Board of Water Com- 
missioners 

Lowville: Adirondack Water Works 

Maspeth: Urban Water Supply Co. 

New Rochelle: The New Rochelle 
Water Co. 


- New York: American Water Works & 


Electric Co., Inc., Community 
Water Service Co., Electric Bond 
& Share Co., Federal Light & 
Traction Co., G. V. Grace & Co., 
Roanoke Water Works Co. 

Olean: Board of Water Commis- 
sioners 

Oswego: Department of Water 

Owego: Owego Water Works 


Point Pleasant: Sea Breeze & Vicin. 
ity Water Commission 

Poughkeepsie: Board of Public 
Works 

Rome: Department of Public Works 

Syracuse: Bureau of Water 

Troy: Bureau of Water 

Watertown: Water Works 

White Plains: Department of Public 
Works 


ASSOCIATE 


Baldwinsville: Morris Machine Works 

Binghamton: The Fairbanks Co. 

Brooklyn: American Machine & 
Foundry Co., Joseph C. Pollard 


Co., Ine. 

Buffalo: Bingham & Taylor Corp., 
Buffalo Meter Co., William H. 
Thompson & Co., Inc. 

Cohoes: Cohoes Rolling Mill Co. 

Elmira: The Kennedy Valve Manu- 
facturing Co. 

Newburgh: Coldwell-Wilcox Co. 

New York: Ambursen Construction 
Co., Inc., American City, Arnold, 
Hoffman & Co. Inc., Asphalto- 
Concrete Corp., Biggs Boiler Works 
Co., The Central Foundry Co., 
Copper & Brass Research Assoc., 
The Dorr Company, Inc., East 
Jersey Pipe Co., Electro Bleaching 
Gas Co., Engineering News-Record, 
John Fox & Co., T. A. Gillespie 
Co., Grasseli Chemical Co., Ine., 
Hooker’ Electrochemical Co., 
Hydrozone Co., Inc., Ingersoll, 
Rand Co., International Filter Co., 
Kalbfleisch Corp., Herbert Ken- 
nedy Co., Inc., The Linde Air 
Products Co., Inc., The Mathieson 
Alkali Works, Inc., Merritt-Chap- 
man & Scott Corp., National Meter 
Co., National Water Main Clean- 
ing Co., Neptune Meter Co., 
Parsons, Klapp, Brickerhoff & 
Douglas, The Permutit Co., The 
Pitometer Co., Public Works, §. 
E. T. Valve & Hydrant Co., Sims 
Pump Valve Co., Thomson-Adri- 
ance, Inc., Thomson Meter Co., 
Wailes, Dove-Hermiston Corp., 
Walworth Company, Warren Foun- 
dry & Pipe Co., Water Works 
Engineering, Water Works Equip- 
ment Co., Worthington Pump & 
Machinery Corp. 

Peekskill: The Fleischmann Co. 

Princes Bay: Phoenix Meter Co. 

Rome: Rome Brass & Copper Co. 
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Schenectady: General Electric Co. 

Troy: W. & L. E. Gurley, Ludlow 
Valve Manufacturing Co., Rens- 
selaer Valve Co., Ross Valve Manu- 
facturing Co., Inc. 

Waterford: Eddy Valve Co. 


NORTH CAROLINA 


Active 77; Comerete 2; Associate 1; 
otal 80 


ACTIVE 


Albemarle: Moore 

Apex: Hobgood 

Asheville: Burchard, Frisk, Rosen- 
berger, Wilson, Wright 

Bessemer City: White 

Canton: Rue 

Chapel Hill: Baity, Ray, Jr., Saville 

Charlotte: Bishop, Booker, Davis, 
Drane, Greenlee, Heyward, Mc- 
Connell, Marshall, ees, Myers, 
Vest 

Concord: Croom, Fisher 

Durham: Davis, Michie, Piatt, 
White, Worth 

Elizabeth City: McCrea 

Farmville: McAdams 

Fremont: Benton 

Gastonia: Rhyne, Struthers 

Greensboro: Boyles, Lewis, Smed- 
berg, True 

Greenville: Swartz 

Henderson: 

Hendersonville: Lampley 

High Point: Dishner 

Kings Mountain: Parsons 

Lexington: Bullard 

Lincolnton: Parks 

Lumberton: McNeil 

Mebane: Michael 

Mooresville: Fields 

Mount Airy: Absher 

Mount Holly: Patterson 

New Bern: Godfroy 

Oxford: Johnson, Keller 

Pinehurst: Pender 

Raleigh: Bain, Beam,, Heator, 
Hedgepeth, _Kello Kittrell, 
McLeod, Miller, O sen, Trice, 
Whitener 

Rocky Mount: Lyon 

Rutherfordton: Anderson 

Salisbury: Craig 

Southern Pines: Jarrett 

Statesville: Cochran 

Waynesville: Logan 

Wilmington: Lassiter, Maffitt 

Winston-Salem: Ludlow, Shaner 

Zebulon: Pippin 


CORPORATE 


Badin: Tailassee Power Co. 
Warrenton: Warrenton Water Co. 


ASSOCIATE 
Charlotte: The Grinnell Co., Inc. 


NORTH DAKOTA 
Active 3; Corporate 1; Total 4 


ACTIVE 


Bismarck: Yegen 
Fargo: Tarbel 
Minot: Thomas 


CORPORATE 
Bismarck: Regulatory Department 


OHIO 


Active 97; Corporate 5; Associate 15; 
otal 117 


ACTIVE 


Barstow, Hibbs, Newhall, 

au 

Ashtabula: Faulkner 

Barberton: Campion 

Bucyrus: Lower 

California: Bahlman 

Canton: Ohliger 

Cincinnati: Evans, Hill, Miller, 
Streeter, Theriault 

Cleveland: Antweiler, Ellms, Far- 
rell, Gascoigne, Habeshain, Ha- 
vens, Jones, Lawrence, Levy, 
Marshall, Perkins, Quayle, 
Schmitt, Siedle, Tolles, Watzl, 
Wright 

Columbus: Albert, Bradbury, Bur- 
ess, Foulk, Groeniger, Hoover 
(Charles P.), Hoover (Clarence 
B.), Kimberly, Knox, Lathrope, 
McAlpine, Martin, Prior, Sickel, 
Urbain, Walker, Warin 

Dayton: Arnold, Doten, 
Prinz, Wight, Yackley 

East Liverpool: Larkins 

Euclid: McCandless 

Fremont: Lieber 

Kent: Gettrust 

Lima: Brower, Evans 

Lorain: Brown, Humason 

Marion: Browne, Whysall 

Massillon: Dark, Hutchinson, Mac 
Donald, Veader 

Medina: Fretter 

Oberlin: Elder 

Orrville: Webster 
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Piqua: Montgomery 

Shaker Heights: Linders 

Shelby: Bricker 

Steubenville: Scott 

Struthers: Evans 

Tiffin: Wetter 

Toledo: Brown, Champe, Clark, Fur- 
man, Jones, Keller, Roberts, 
Rogers, Schoonmaker 

Wadsworth: Wolf 

Warren: Inman, O’Connor 

Washington C. H.: O’Neall 

Xenia: Zell 

Youngstown: Cornell, Dittoe, Dixon, 
Kinder, Russell, Van Arnum 


CORPORATE 


Columbus: Ohio Inspection Bureau 

Marion: Marion Water Co. 

Mount Gilead: Mount Gilead Water, 
Light, Heat & Power Co. 

Toronto: Board of Public Affairs 

Wilmington: The Dayton Power «& 
Light Co. 


ASSOCIATE 


Cincinnati: Bourbon Copper & Brass 
Works Co. 

Cleveland: The Bowler Foundry Co., 
The Farnan Brass Works Co., 
Glauber Brass Manufacturing Co., 
The Fred W. Hanks Co., The Ohio 
Varnish Co., The Parker Ap- 
a Co., The Republic Brass 

0. 


Dayton: Price Bros. Co. 
Buckeye Traction Ditcher 


0. 

Massillon: Central Alloy Steel Corp., 
The Ohio Drilling Co., Peerless 
Pump Co. 

Middletown: The American Rolling 
Mill Co. 

Toledo: McCloskey Torch Co. 


OKLAHOMA 
Active 9; Corporate 1; Total 10 


ACTIVE 


Bartlesville: Perkins 

Oklahoma City: Bretz, Rupp 
Ponca City: Crow 

Stillwater: Smith 

Tulsa: Cecil, Ginter, Karl, Shaner 


CORPORATE 
Tulsa: Water Department 


OREGON 


Active 17; Corporate 1; Associate, 1; 
otal 19 


ACTIVE 


Albany: McClellan 

Corvallis: Strange 

Eugene: McClain 

Hillsboro: Gates, Wiley 

Klamath Falls: Kendall 

Portland: Benedict, Cunningham, 
Ehle, Judson, Koon, Morrow, 
Thompson, Wagner, Willard 

Salem: Corey, Mars 


CORRORATE 
Portland: Department of Public 
Utilities 
ASSOCIATE 
Portland: Beall Pipe & Tank Corp. 


PENNSYLVANIA 


Active 165; Corporate 17; Associate 
28; Total 210 


ACTIVE 


Allentown: Schnabel 

Altoona: Campbell 

Ambler: Hibschman 

Aspinwall: Drake 

Beaver Falls: Burnie 

Bethlehem: Shipman 

Bristol: Roberts, Jr. 

Brookville: Sayer 

Bryn Mawr: Davis, McCurdy 

Carlisle: Waggoner 

Chambersburg: Mowrey 

Chester: Calhoun, Dodd, Lamey 

Chinchilla: Salisbury 

Clearfield: Nevling 

Columbia: Meyers 

Cooperstown: Crawford 

Corry: Brown 

Darby: Davis 

Downingtown: Wagner 

Easton: Rader 

Erie: Dunwoody, Engh, Lechner 

Ford City: Wintgens 

Glenside: Friel 

Greensburg: Smith, Spencer 

Harrisburg: Avery, Beckwith, Craig, 
Daniels, Flentje, Gannett, Glace, 
Moses, Siebert, Stevenson, Weed 

Hazleton: McGeehin 

Indiana: Lyle 

Hagins, Kunkle, Watkins 
ancaster: Axe, Goodell, Ruth, Will 

Langhorne: Stompler 
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Lansdowne: Jenkins 

Lansford: Roads, Jr. 

Lehighton: West 

McKeesport: Trax 

Meadville: Ellsworth, Miller, Young 

Meyersdale: Rowe _ 

Natrona: Coffey, Knight 

New Kensington: Griffiths 

North East: Leet 

Philadelphia: Bartlett, Bean, Becker, 
Betz, Blew, Boardman, Corin, 
Easby, Jr., Emerson, Jr., Fishtein, 
Freeburn, Gorman, Jr., Greer, 
Gushee Harder, Hawley, Jr., Hay- 
dock, Jenne, Landreth, Lawrence, 
Ledoux, McCaleb, Nichols, Ride- 
nour, Saunders, Schaut, Simpson, 
Stein, Stone, Suttle, Swaab, 
Thomas, Tolson, Van Loan, Wels- 
ford, Wertz, Yoder 

Philipsburg: Pharaoh 

Pittsburgh: Bankson, Baton, Ches- 
ter, Douglass, Foote, Harshbarger, 
Hopkins, Hudson, Hutton, Kennon, 
Knowles, Laboon, Lanpher, Mans- 
field, Mellon, Muser, O’Leary, Rice 
(Cyrus Wm), Rice (John M.), 
Rockwell, Scharff, Simpson, Spel- 
ler, Weidlein 

Pottsville: Beisel, Clayton 

Punxsutawney: Startzell 

Reading: Felix, Mast, Nuebling, 
OReilly, Reber, Reinicker, Strock- 

ine 

Sayre: West, Wright 

Scranton: Cox, Kneen, Nebelung, 
Taylor 

Shamokin: Haupt, McWilliams 

Shenandoah: Rassier 

Kershaw 

South Williamsport: Barrick 

Springdale: Pierce 

State College: Sackett, Walker 

Steelton: Litch 

Stroudsburg: Holbrook 

Sunbury: Rohrbach 

Tyrone: Crawford 
pper Darby: Streander 

Washington: Morrow 

Wayne: Pugh 

Wilkes-Barre: Matter, 
Walker, Wintermute 

Wilkinsburg: Fox, Hawle 

Williamsport: Keliher, Wilhelm 

York: Kable 


O’Brien, 


CORPORATE 


Allentown: Water Department 
Bethlehem: City of Bethlehem 
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Easton: Northampton Consolidated 
Water Co. 

Ellwood City: Ellwood Water Co. 

Emporium: Emporium Water Co. 

Erie: Commissioners of Water Works 

Lewistown: Lewistown-Reedsville 
Water Co. 

Milton: Pennsylvania State Water 
— White Deer Mountain Water 


0. 

Reading: Bureau of Water 

Scranton: Scranton-Spring Brook 
Water Co. 

Sharon: Shenango Valley Water Co. 

Shenandoah: Commissioners of Wa- 
ter Works 

Verona: The Suburban Water Co. 

Washington: Citizens Water Co. 

West Newton: West Newton Water 


Co. 
Williamsport Water 
0. 


ASSOCIATE 


Beaver Falls: Keystone Driller Co. 
Multiplex Manufacturing 


Bethlehem: Bethlehem Steel Co. 

Bryn Mawr: Philadelphia Suburban 
Water Co. 

Emaus: Donaldson Iron Co. 

Erie: Hays Manufacturing Co. 

Witt-Humphrey Steel 


oO. 

Mertztown: Atlas Mineral Products 
Co. of Pa. 

Philadelphia: American Water 
Softener Co., M. L. Bayard, The 
Leadite Co., Inc., I. P. Morris & De 
La Vergne, ine., The Pennsylvania 
Salt Manufacturing Co., Roberts 
Filter Manufacturing Co., Scofield 
Engineering Co., Simplex Valve & 
Meter Co., Talbot Non-Corrosive 
Linings Co., United States Pipe & 
Foundry Co., R. D. Wood & Co. 

Pittsburgh: A. M. Byers Co., Dravo- 
Doyle Co., National Tube Co., 
Pittsburgh-Des Moines Steel Co., 
Pittsburgh Equitable Meter Co., 
Pittsburgh Testing Laboratory, 
Riter Conley Co. 

Sharon: Penstock Construction Co. 

Williamsport: The Darling Valve & 
Manufacturing Co. 


RHODE ISLAND 


Active 6; Corporate 1; Associate 1; 
Total 8 


4 
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ACTIVE 


Bristol: Jones 
Providence: Bean, Bugbee, Gage, 
Reynolds, Richardson 
CORPORATE 


Providence: Water Maintenance De- 
partment 


ASSOCIATE 
Providence: Builders Iron Foundry 


SOUTH CAROLINA 
Active 17; Corporate 1; Total 18 


ACTIVE 

Camden: Chapman 

Charleston: Gibson, McDowell, Jr., 
Parker 

Chester: McLure 

Columbia: Hodges, White 

Easley: Rogers 

Greenville: Blackwelder, Perry 

Greenwood: Harvey 

Newberry: Schumpert 

Orangeburg: Pearson 

Seneca: Hunt 

Spartanburg: Simms, White 
innsboro: Ineng 


CORPORATE 


Charleston: Commissioners of Pub- 
lic Works 


SOUTH DAKOTA 
Active 3; Corporate 1; Total 4 


ACTIVE 


Huron: Hays 
Sioux Falls: Connor 
Vermillion: Hunter 


CORPORATE 
Sioux Falls: Water Works 


TENNESSEE 


Active 18; Associate 4; 
ota 


ACTIVE 


Chattanooga: Lofton, Porzelius, 


Swearingen 


Cookeville: Collier 
Covington: Charter 
Dyersburg: Blakeman 
Fountain City: Murphy 
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Greeneville: McAmis 

Knoxville: Switzer 

Memphis: Allen, Dean, 
Mantel 

Murfreesboro: Farmer 

Nashville: Clark, Harrub, Holman, 
Reyer 


Fletcher, 


CORPORATE 
Knoxville: Water Department 
Memphis: Board of Water Commis- 
sioners 


ASSOCIATE 
Chattanooga: Columbian Iron Works 
Clarksville: Clarksville Foundry & 

Machine Works 
Knoxville: W. J. Savage Co. 
Memphis: Layne & Bowler Co. 


TEXAS 
Active 29; Corporate 3; Total 32 


ACTIVE 


Austin: Bantel, Eggert, 
Green, Munro, Norris 
Beaumont: Bernhagen 
Dallas: sa Jr., O’Neil, Rosen- 
er, 


Ehlers, 


thal, Wend Whedbee 
Fort Worth: Hawley, Mahlie, Quigley, 
Robinson 
Freeport: Bushnell 
Houston: Elrod, McVea, Randolph 
McAllen: Boyle 
Mineral Wells: Smart 
San Antonio: Bartlett, Bauereisen 
Sequin: Iglehart 
Waco: Bardwell, Gooch 
Weatherford: Cherry 
Wichita Falls: Ward 


CORPORATE 


Dallas: Dallas City Waterworks 
Fort Worth: Texas-Louisiana Power 


0. 
Waco: Waco Water Works 


UTAH 


Active 5; Corporate 1; Associate 1; 
Total 7 


ACTIVE 


Brigham City: Roskelley 

Provo City: Newell 

Salt Lake City: Lyman, 
Painter 


Male, 


CORPORATE 
Salt Lake City: Water Department 


| 
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ASSOCIATE 
Provo: Pacific States Cast Iron Pipe 
Co. 


VERMONT 
Active 1; Total 1 


ACTIVE 
Burlington: Moat 


VIRGINIA 


Active 20; Corporate 2; Associate 4; 
otal 26 


ACTIVE 


Alexandria: Lambert 

Charlottesville: Williamson 

Clarendon: Engle 

Covington: Barnett 

Danville: Brantly 

Denbigh: Bowers 

Falls Church: Anderson 

Hampton: Nichols 

Wagner 

Newport News: Dugger 

Norfolk: Bliven 

Petersburg: Bunting 

Richmond: Baldwin, Bardwell, Clai- 
borne, Messer, Smith, Snidow 

Roanoke: Moore 


CORPORATE 


Alexandria: Alexandria Water Co. 
Norton: Water Department 


ASSOCIATE 


Lynchburg: The Glamorgan Pipe & 
eee Co., Lynchburg Foundry 


0. 
Richmond: Sydnor Pump & Well Co. 
Inc., Virginia Machinery & Well 
Co., Ine. 


WASHINGTON 


Active 35; Corporate 4; Associate 1; 
otal 40 


ACTIVE 


Aberdeen: Stock, Watkins 
Bremerton: Casad 

Chelan: Harper 

Everett: Klapp 

Hoquiam: Austin, Heermans 
Kelso: Hanley 

Longview: Labsa 


Mount Vernon: Wilson 


Okanogan: Van Liew 
Pullman: Snyder 
Seattle: Batcheller, Botten, Dorisy, 


125 


Grant, Jacobs, Lewis, Markhus, 
Messer, Miller, Murray, Osborne, 
Purcell, Schunke, Shaneman, 
Shibley 

Spokane: Harding 

Tacoma: Blair, Kunigk, Roberts, 
Stannard 

Vancouver: Clarke 

Walla Walla: McLean 


CORPORATE 
Kelso: Water Department 
Seattle: Water Department 
Spokane: Water Division 
Wenatchee: Water Department 


ASSOCIATE 


Tacoma: Western Concrete Pipe Co. 
of Washington 


WEST VIRGINIA 
Active 17; Corporate 1; Total 18 


ACTIVE 


Bluefield: Rhoads 

Charleston: Musser, Tisdale 

Chester: Young 

Clarksburg: Boynton, Highland 

Huntington: Johnson, McKenna, 
Watt 

Morgantown: Carpenter 

Moundsville: Hetzer 

Mullens: Kirby 

Shinnston: Riffee 

Weston: Blair, Jr. 

Wheeling: Rickard, Shull, Stern 


CORPORATE 


Charleston: West Virginia Water 
Service Co. 


WISCONSIN 
Active 41; Compernie 5; Associate 2; 
otal 48 


ACTIVE 


Antigo: Jackson 
Appleton: Dimick, Hall, Morris 
Beloit: Dobson 
Cedarburg: Schneider 
Cornell: Williamson 
Eau Claire: Brown 
Fort Atkinson: Leonard 
Janesville: Griffey 
Kenosha: Hurtgen 
Madison: Baker, Dawson, 
galla Kirchoffer, Mead 
Smith, Thiessen, Warrick 


Domo- 
Muegge, 
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Manitowoc: Schroeder 

Marshfield: Marvin 

Menasha: Kuester 

Milwaukee: Bohmann, Cunliffe, Dan- 
iel, Gruetzmacher, Schwada, Wright 

Monroe: Schneider 

Racine: Peirce 

Sheboygan: Donohue 

Sparta: Erickson 

Stoughton: Snyder 

Corine, Lounsbury, Wins- 
ow 

Waukesha: Hamilton 

Waupun: Barnett 

Wauwatosa: Hebbring 

Wisconsin Rapids: Gross 


CORPORATE 


Delavan: Water Commission 

Fond du Lac: City Water Depart- 
ment 

Green Bay: Water Department 

Oconomowoc: Water Department 

Sheboygan: Board of Water Com- 
missioners 


ASSOCIATE 


Milwaukee: Allis-Chalmers Manu- 
facturing Co., Badger Meter Manu- 
facturing Co. 


WYOMING 
Active 5; Total 5 


ACTIVE 
Cheyenne: Revis 
Gillette: Thomas 
Rock Springs: Bell 


Sheridan: Gwillim, MacCarty 
CANADA 
Active 126; Corporate 21; Associate 7; 
otal 154 
ACTIVE 


Brantford: Wilson 
Brockville: Farquharson 
Calgary: Breen 

Carleton Place: Rogers 
Charlottetown: McMillan 
Cobourg: Skidmore 
Cornwall: Lount 
Dundas: Wright 
Edmonton: Corbett, Owens, Turner 
Elmira: Bowman 

Ford City: Strickland 
Galt: Cowan, Cuthiell 


GEOGRAPHICAL DISTRIBUTION OF MEMBERSHIP 


Halieybury: Police 

Hamilton: Buchanan, 
McFaul, McRae, Stodart 

Hull: Lanctot 

Ingersol: Hall 

Islington: MacNicol 

Kitchener: Pequegnat 

Lindsay: Hammond 

London: Buchanan, Ellwood, Hod- 
kinson 

Longueuil: Laforest 

MacDonald College: Stephen 

Montreal: Baudouin, Dorrance, 
Field, Gerin, Hunter, Hutchison, - 
Jette, Lafreniere, Lea, LeSage, 
Leslie, McCrady, Meadows, Monta- 
bone, Perry, Pitcher, Plamondon, 
Scofield, Ward 

New Toronto: Thomas 

Niagara Falls: Acres, Ferris, Warder 

North Bay: Mackie 

Orillia: Starr 

Oshawa: Smith 

Ottawa: Ferguson, MacDonald, Me- 


ae 

Owen Sound: Pratt 

Pembroke: Howe 

Perth: Smith 

Peterborough: Dobbin, Hunt 

Casgrain, Lessard, Trem- 

ay 

Regina: Farrell 

St. Catharines: Milne 

St. Lambert: Le Royer 

Sault Ste. Marie: Belyea 

St. Stephen: Laflin 

St. Thomas: Miller 

Sarnia: Hall 

Shawinigan Falls: Vermette 

Simcoe: Kirkwood 

Southend: Pringle 

Stratford: Myers 

Sudbury: Martindale 

Tecumseh: Lacasse 

Temiskaming: Grimmer 

Toronto: Allen, Angus, 
Berry, Coles, Dallyn, Delaporte, 
Gaby, Gore, Hannan, Harris, Har- 
rison, Heath, Hitchman, Howard, 
Proctor Redfern, Sal- 
mond, Sanderson, Storrie, Thomp- 
son, Van Benschoten, Walker, 
Wilkinson, Wynne-Roberts 

Vancouver: Brakenridge, Cleveland, . 
Dowling, Greig 

Walkerville: Brown 

Wallaceburg: Caughey 

Waterloo: Schiedel 

Welland: Scott 

Weston: Peirson 


Darling, 


Austin, 
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Windsor: Hanna, Keith, Kellner, 
Storey 

Winnipeg: Brickenden, Hooper, Scott 

Woodstock: Allan, Archibald 


CORPORATE 


Brampton: Water Commission 

Brantford: Water Commissioners 

Chatham: Board of Water Com- 
missioners 

Gananoque: Water Works Commis- 


sion 
Grimsby: Water Commission 
Guelph: Water Department 
Kitchener: Water Commission 
Leamington: Corporation of Town of 

Leamington 
London: Public Utilities Commission 
Merritton: Water Works Department 
Midland: Public Utilities Commis- 


sion 
Peterborough: Waterworks Depart- 
ment 


Port Hope: Water Works Commission 

Regina: Waterworks Department 

St. Marys: Public Utilities Com- 
mission 

St. Thomas: Water Commission 

Simcoe: Public Utilities Commission 

Tillsonburg: Public Utilities Com- 
mission 

Welland: Board of Water Com- 
mission 

Whitby: The Public Utility Com- 
mission 

Windsor: The Water Commissioners 


ASSOCIATE 


Montreal: Francis Hankin & Co. 
Ltd., Jenkins Bros., Ltd. 

Toronto: The Canadian Engineer, 
Drummond, McCall & Co., Ltd., 
Hugh C. cLean Publications, 
Ltd., National Iron Corp., Ltd. 

= The Canadian Salt Co., 


FOREIGN (Except Canada) 
Honorary, 1; Active, 105; Corporate, 11; Total 117 
HONORARY 
ENGLAND 
London: Houston 


ACTIVE 


ARGENTINE REPUBLIC 


Buenos Aires: Bado, Berrino, Lasso, 
Negri, Paitovi, Robertson 

Mendoza: Ivanissevich 

Parana: Laurencena 

Rosario de Santa Fe: Buchanan, 
Dodds, Gache, Moir 

San Nicholas: Hudson 


AUSTRALIA 


Brisbane: Peart 

Melbourne: Hughes, Hume, Ritchie, 
Sutherland 

Midland Junction: Limb 

Mt. Chariton, Queensland: Symonds 

Newcastle: Ewing 

North Geelong: Bowen 

Perth: Haywood 

Sydney: Blain 


BRAZIL 
Campos: Vieira 
Geraes: Continentino 


CANAL ZONE 


Ancon: Bunker, Fedde, Hatch 
Cristobal: Dunn 
Gatun: Beers, Jr. 


CHILE 
Santiago: Lira, Stalbird 
CHINA 
Amoy: Mar 
Shanghai: Gaunt, Michau, Pearson 
Tientsin: Clark, Lilly 
COLOMBIA 


Barranquilla: Del Valle, Hollopeter, 
Urueta F. 

Bogota: Medina, Tanco, Valenzuela 

Bucaramanga: Castro 

Cartagena: De la Vega 


COSTA RICA 
Heredia: Saenz 
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CUBA 


Havana: Cosculluela, Martinez, Mon- 
toulieu, Powers 


CZECHOSLOVAKIA 
Prague: Purkyne 
DENMARK 
Copenhagen: Jarvis 


DOMINICAN REPUBLIC 
Santo Domingo: Rogers 


GEOGRAPHICAL DISTRIBUTION OF MEMBERSHIP 


INDIA 
Bombay: Bunting, Van Niekerk 
Calcutta: Banerjee, Kotwal 
Gwalior: Prokofieff 

ITALY 


Brescia: Franchi 
Firenze: De Horatiis 


JAPAN 


Osaka: Takeuchi 
Tokyo: Inoue, Iwasaki, Nishioeda 


MEXICO 
irming : Dixon 
Bradford: Mitchell PERU 
Negritos: Waddell 
ndon: Bea ameron, Howland, ne An 
Paterson, Walker : Manila: Gideon 
Manchester: Hi POLAND 
Northwich: Jones Wareaw: Goupel 
ancy: Pau 
Paris: Dienert, Pain Leningrad: Timonoff 
GERMANY SCOTLAND 
Berlin: Ornstein Ayr: Ball 
Breslau: Meinecke SOUTH AFRICA 
Dresden: Vollmar 
Stuttgart: Link Durban: Metcalfe 
GREECE SPAIN 
Athens: Gausmann Cartagena: Bustelo 
HAWAII STRAITS SETTLEMENTS 
Honolulu: Anderson, Tay Singapore: Tomlinson 
HOLLAND 
: Stockholm: Bergstrom, von Greyerz 
Utrecht: Massink, Meerburg URUGUAY 
HUNGARY Montevideo: Altoberro, Maggiolo, 
Budapest: Vojesik Maguire 
CORPORATE 
ARGENTINE REPUBLIC CHINA 


Buenos Aires: Obras Sanitarias de 
la Nacion 
— Obras Sanitarias of Entre 
os 


AUSTRALIA 


Sydney: Metropolitan Water, Sewer- 
age and Drainage Board 


Hankow: Hankow Waterworks & 
Electric Light Co. 


COLOMBIA 


Barranquilla: Acueducto de 
ranquilla 


Bar- 
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HAITI HOLLAND 
Port-au-Prince: Direction Generale Waterleiding- 
des Travaux Publics de la Repub- 
lique d’ Haiti MEXICO 
Monterrey: Monterrey Water Works 
HAWAII & Sewer Co. 
Honolulu: Dept. of Public Works SWEDEN 


Oahu: Wahiawa Water Co., Ltd. Malmo: Malmo Byggnadskontor 


4 

‘ 
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SUMMARY BY STATES 


Active Corporate Associate Honorary Total 
4 18 


31 
3 


Kentucky 
Louisiana 


Massachusetts 
Michigan 
Minnesota 
Mississippi 
Missouri 


New Hampshire 
New Jersey 
New Mexico 


8 
4 
1 
2 
2 
1 
1 
0 


1 


oo 


North Dakota 
Ohio 


Pennsylvania 
Rhode Island 


Foreign (except Canada).... 


November 1, 1929 
November 1, 1928 


Gain or loss in year 


: 
28 
14 
| 60 8 2 70 
bare 44 2 1 51 
| 3 4 
i MAY 3 4 
9 139 
| North Carolina.............. 77 1 80 
| 15 
17 1 19 
165 1 28 210 
| 6 1 8 
| South Carolina.............. 17 18 
South Dakota............... 3 4 : 
| 18 4 24 
| 5 1 7 
| 1 1 
| 20 4 26 
210 226 14 2634 
201 227 14 2573 
2 53 9 -1 61 
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